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Safety Footwear Specialists since 1978 


Headquartered in Allentown, PA, Lehigh Valley Safety Shoes is the premier supplier of safety footwear 
for virtually any situation. 

The most recognized brands. 

Choose from the most recognized brands in the world—and over 750 styles at various price points. 

Our extensive line includes insulated, waterproof, slip-resistant, metatarsal guard, and puncture- 
resistant footwear, as well as hikers, sneakers, slip-ons, soft toe shoes and boots, and more. 

Four convenient ways to buy. 

Online - Shop securely 24/7. Register online and be eligible for special pricing. 

Shoemobiles - Our "shoe store on wheels" will travel to your location. 

Mail order catalogs - Select from a catalog sent directly to you. 

Retail stores - Two locations offer walk-in accessibility: 1105 E. Susquehanna Street, Allentown, PA 


and 1-F King Avenue, New Castle, DE. 


All phone, fax, and mail orders received by 3:30 p.m. EST are processed the same day. 



Vice Presidents 
of Business Development: 


A 


By phone: 



f 


Brad Shapiro 

Cell: 302-588-0950 
Office: 800-441-1500 x31 
brad.shapiro@safetyshoes.com 
Servicing DC, DE, MD, Southern NJ, 
Southeastern PA, and VA 


610-791-1577, 800-441-1500, Fax: 610-791-0226 
Lehigh Valley Safety Shoes 
1105 E. Susquehanna Street 
Allentown, PA 18103 

Shoemobile service from this office extends 
to Central and Eastern Pennsylvania, all of 
New Jersey, Eastern and Southern New York, 
Connecticut and Rhode Island. 



Bill Parsley 

Cell: 610-428-5579 
Office: 800-441-1500 x35 
bill.parsley@safetyshoes.com 
Servicing Northern NJ, Southeastern NY, 
and Long Island 



A 


302-323-9166, 800-525-5804, Fax: 302-323-9196 
Lehigh Valley Safety Shoes 
1-F King Avenue 
New Castle, DE 19720 


Terry Stephens 
Cell: 610-393-6690 
Office: 800-441-1500 x32 
terry.stephens@safetyshoes.com 
Servicing PA and Middle and Eastern NY 


Shoemobile service from this office extei 
to all of Delaware, all of Maryland, Centi 
Eastern Pennsylvania, Central and South' 
New Jersey, Eastern and Northern 
Virginia, and Washington, DC. 






At Lehigh Valley Safety Shoes, you get 
the best-made, best-fitting, highest-performing 
safety footwear—every time. 

Poorly made or poorly fitting footwear is not only uncomfortable. It also 
puts you and your employees at higher risk for foot, ankle, knee, and hip 
problems, as well as lower back pain and dysfunction. 


These chronic and potentially serious health issues can be costly, but there are ways to reduce the risk 
of them occurring. 

Lehigh Valley Safety Shoes is a team of industry experts and safety footwear specialists. We recognize 
that caring for feet is an important step to better overall health—and a healthier, more productive 
workforce. That's why we offer the most complete, customized, and cost-effective safety footwear 
program you'll find anywhere. 


The best fit - from safety footwear 
specialists. 

Comfort is all about getting the right fit. You and 
your employees receive professional advice directly 
from our safety footwear specialists who ensure 
the best fit, not salespeople. 

Quality footwear you can trust 
with every step. 

Whether you need soft toe shoes, rugged boots, 
or something in between, you can depend on the 
durability and performance of our entire line of 
safety footwear. 

A program customized to fit 
your needs. 

Lehigh Valley Safety Shoes offers a complete 
safety footwear management system customized 
to meet the specific needs and budgets of many 
industries—including manufacturing, healthcare, 
and petrochemical. Within your own company, we 
will meet any special needs you may have. 



Easy and convenient Shoemobile 
purchasing option. 

Our popular Shoemobiles are complete shoe stores 
on wheels. Shoemobiles arrive at your location 
with your pre-approved styles stocked and ready 
for employees to explore. Contact a VP of Business 
Development at 800-441-1500 to inquire about 
this option. 


Whenever your program demands safety footwear, count on 
Lehigh Valley Safety Shoes to deliver expertise, superior service, quality, 

and high performance. 

www.safetyshoes.com 





Ariat 


10001200 


Men's Ariat Distressed Brown 10" 
EH Workhog Waterproof Composite 
Toe Work Boot 



D: 7-12, 13, 14 
EE: 7-12, 13 

Full Grain Waterproof Leather Upper 
Mesh Lining 

ATS MAX Platform Provides Superior 
Support and Stability 
Cushioning EVA Midsole 
Electrical Hazard Rated 


COMPOSITE 

CT 


ELECTRICAL 

EH 


10016265 _ 

Men's Ariat Bruin Brown 11” EH 
WorkHog Waterproof Metguard 
Composite Toe Work Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Waterproof Leather Upper 
Mesh Lining 

WorkHog Platform for Maximum 
Stability 

Internal XRD Metatarsal Guard 
Electrical Hazard Rated 
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10012948 

Men's Ariat Earth 10" Sierra 
Puncture Resistant Steel Toe Work 
Boot 



10015400 _ 

Men's Ariat Rust 11” EH WorkHog 
Mesteno Waterproof Composite Toe 
Work Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Leather Upper 
Mesh Lining 

ATS Technology for Superior Comfort 

and Stability 

Electrical Hazard Rated 

Puncture Resistant SWEN-FLEX Insole 


D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Waterproof Leather Upper 
Mesh Lining 

ATS MAX Provides Superior Support 
and Stability 

Shock Absorbing EVA Midsole 
Electrical Hazard Rated 
Goodyear™ Welt Construction 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


10017174 

Men's Ariat Ridge Brown 11" EH 
WorkHog Waterproof CSA Metguard 
Composite Toe Work Boot 


ELECTRICAL 

EH 


10017175 

Men's Ariat Dark Copper 11" EH 
WorkHog CSA Waterproof Composite 
Toe Work Boot 



CT 

TOE 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Waterproof Leather Upper 
Mesh Lining 

Goodyear™ Welt Construction 
Internal XRD Metatarsal Guard 
Electrical Hazard Rated 
Shock-Absorbing EVA Midsole 


D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Waterproof Leather Upper 
Mesh Lining 

Goodyear™ Welt Construction 
Puncture Resistant, Metal-Free 
SWEN-Flex Insole Board 
Electrical Hazard Rated 
Shock-Absorbing EVA Midsole 


COMPOSITE ELECTRICAL METATARSAL COMPOSITE ELECTRICAL ■ V 

CT EH MG <4 EH A 

TOE HAZARD GUARD TOE HAZARD I 



| 

9t 

1 
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Ariat 


10017422 


10017433 


10018555 


Men's Ariat Distressed Brown 6" Men's Ariat Bruin Brown 8" EH 

EH MasterGrip Composite Toe Work MasterGrip Waterproof Metguard 
Boot Composite Toe Work Boot 






Men's Ariat Rye Brown 11" EH 
WorkHog Waterproof 400g Composite 
Toe Work Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Waterproof Leather Upper 
Mesh Lining 

100 Percent Non Metallic 
Shock Absorbing EVA Midsole 
Electrical Hazard Rated 
Lightweight Composite Forked Shank 
for Stability 


D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Waterproof Leather Upper 
Mesh Lining 

XRD Internal Metatarsal Guard 
100 Percent Non Metallic 
Electrical Hazard Rated 
Shock-Absorbing EVA Midsole 
Lightly Padded Collar 


D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Waterproof Leather Upper 
Mesh Lining 

400g Thinsulate Ultra Insulation 
Goodyear™ Welt Construction 
Electrical Hazard Rated 
Stability Chassis Promotes Proper 
Gait Cycle 


COMPOSITE COMPOSITE 

CT EH A EH A 

TOE HAZARD p ^_ TOE HAZARD p ^ F 


COMPOSITE 

CT 


ELECTRICAL 

EH 


10018569 


10018574 


10020063 


Men's Ariat Distressed Brown 11" 
EH Powerline Waterproof 400g 
Composite Toe Work Boot 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Waterproof Leather Upper 
Mesh Lining 

400g Thinsulate Ultra Insulation 
Goodyear™ Welt Construction 
Electrical Hazard Rated 
Shock Absorbing PU Midsole Inserts 


Women's Ariat Brown 5" EH 
Contender Steel Toe Work Boot 



B: 5.5-11, 12 
C: 6-11 

Leather and Synthetic Upper 

Mesh Lining 

Lightly Padded Collar 

Cushioning EVA Midsole 

Electrical Hazard Rated 

4 LRtm Footed Support and Cushioning 


Men's Ariat Brown 10" EH 
Groundreaker Metguard Steel Toe 
Work Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Leather Foot and Suede 
Upper 

Mesh Lining 

Extra Comfort Insole with Higher 
Rebound 

4Lrtm Footed Support and Cushioning 
Electrical Hazard Rated 




ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 



ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 
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Ariat 


10020072 


10020090 


10020092 


Men's Ariat Cocoa Brown 11" EH 
Intrepid VentTEK Composite Toe 
Work Book 



Men's Ariat Distressed Brown 11" 

EH WorkHog VentTEK Soft Toe Work 
Book 


Men's Ariat Distressed Brown 11" 
EH WorkHog Wellington Waterproof 
Composite Toe Work Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 


D: 7-12, 13, 14 
EE: 7-12, 13, 14 


Full Grain Leather Upper 

Cool Mesh Lining 

Molded External Heel Protector 

Shock Absorbing EVA Midsole 

Electrical Hazard Rated 

SpiderTEK Pro Technology Dissipates 

Pressure 


Full Grain Leather Upper 

Cool Mesh Lining 

Goodyear™ Welt Construction 

Shock Absorbing EVA Midsole 

Electrical Hazard Rated 

ATS Max Technology for Stability and 

Support 


Full Grain Waterproof Leather Upper 
Mesh Lining 

Goodyear™ Welt Construction 
Shock Absorbing EVA Midsole 
Electrical Hazard Rated 
Stability Chassis Promotes Proper 
Gait Cycle 


CT EH 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 


COMPOSITE 

CT 


ELECTRICAL 

EH 


10020094 


10023042 


10024963 


Men's Ariat Distressed Brown 10" 

SD MasterGrip Composite Toe Work 
Boot 


Men's Ariat Bruin Brown 11” EH 
Intrepid VentTEK Composite Toe 
Work Book 


Men's Ariat Distressed Brown 10" 
EH WorkHog XT Wellington 
Waterproof Carbon Toe Work Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Leather Upper 
Mesh Lining 

100 Percent Non Metallic 

Shock Absorbing EVA Midsole 

Static Dissipative Rated 

ATS Pro Technology for Stability and 

Comfort 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Full Grain Leather Upper 

Cool Mesh Lining 

Molded External Heel Protector 

Shock Absorbing EVA Midsole 

Electrical Hazard Rated 

SpiderTEK Pro Technology Dissipates 

Pressure 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Full Grain Waterproof Leather Upper 
Mesh Lining 

ATS Max Technology for Stability and 
Support 

Shock Absorbing EVA Midsole with ESS 
Extra Protection 
Electrical Hazard Rated 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


CT EH 
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Ariat 


10024966 


10024968 


10027328 


Men's Ariat Tumbled Bark 11" EH 
WorkHog XT Waterproof Carbon Toe 
Work Boot 


Men's Ariat Distressed Brown 11" 

EH WorkHog XT Waterproof Carbon 
Toe Work Boot 


Men's Ariat Aged Bark 10" EH 
Turbo Waterproof Carbon Toe Work 
Boot 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 


I 

D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 




Full Grain Waterproof Leather Upper 
Mesh Lining 

ATS Max Technology for Stability and 
Support 

Shock Absorbing EVA Midsole with ESS 
Extra Protection 
Electrical Hazard Rated 


Full Grain Waterproof Leather Upper 
Mesh Lining 

ATS Max Technology for Stability and 
Support 

Shock Absorbing EVA Midsole with ESS 
Extra Protection 
Electrical Hazard Rated 


Full Grain Waterproof Leather Upper 
Mesh Lining 

100 Percent Non Metallic 

Rebound Foam Insole 

Electrical Hazard Rated 

ATS Pro Technology for Stability and 

Comfort 



10027335 _ 

Men's Ariat Aged Bark 6" EH Turbo 
Waterproof Carbon Toe Work Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Waterproof Leather Upper 
Mesh Lining 

100 Percent Non Metallic 

Rebound Foam Insole 

Electrical Hazard Rated 

ATS Pro Technology for Stability and 

Comfort 



10027337 

Men's Ariat Black 6" EH Turbo 
Waterproof Carbon Toe Work Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Waterproof Leather Upper 
Mesh Lining 

100 Percent Non Metallic 

Rebound Foam Insole 

Electrical Hazard Rated 

ATS Pro Technology for Stability and 

Comfort 



10027409 

Men's Ariat Brown Bomber 3" 
Spitfire Slip On Soft Toe Work 
Shoe 



D: 7-12, 13, 14 
EE: 7-12, 13 

Soft Deconstructed Leather Upper 
Mesh Lining 
Slip On Silhouette 

EVA Midsole for Shock Absorption and 
Comfort 

Removable Footbed with Added Padding 
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Avenger 


A7116 

Men's Avenger Brown EH 100 
Percent Metal Free Composite Toe 
Oxford 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Crazy Horse Leather Upper 

Pillow Cushion Insole 

100 Percent Metal Free 

Nylon Shank 

Electrical Hazard Rated 

Direct Attach Construction 


A7124 

Women's Avenger Black with Purple 
Trim 6" EH SR Waterproof Steel 
Toe Hiker Work Boot 



M: 6-10, 11 
W: 6-10, 11 

Full Grain Leather Upper 
Removable Dual Density Insole 
Waterproof Membrane Construction 
Electrical Hazard Rated 
Direct Attach Construction 


A7117 

Men's Avenger Black EH Composite 
Toe Oxford 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Crazy Horse Leather Upper 

Pillow Cushion Insole 

100 Percent Metal Free 

Nylon Shank 

Electrical Hazard Rated 

Direct Attach Construction 


A7125 

Women's Avenger Brown with Purple 
Trim 6" EH Waterproof Steel Toe 
Hiker Work Boot 



M: 6-10, 11 
W: 6-10, 11 

Full Grain Leather Upper 
Removable Dual Density Insole 
Waterproof Membrane Construction 
Electrical Hazard Rated 
Direct Attach Construction 




CT 

TOE 


EH 




CT 

TOE 


EH 




A7123 

Women's Avenger Brown with 
Lavender Trim 6" EH Waterproof 
Puncture Resistant Comp Toe Hiker 



M: 5.5-10, 11 
W: 6-10, 11 

Full Grain Leather Upper 
Composite Toe 
HyDry Membrane 

Waterproof Membrane Construction 
Electrical Hazard Rated 
Direct Attach Construction 



A7130 

Women's Avenger Brown 6" Framer 
EH Waterproof Insulated Composite 
Toe Boot 



M: 6-10, 11 
W: 6-10, 11 

Full Grain Leather Upper 
Waterproof Membrane Construction 
400g Thinsulate Insulation 
Non Metallic Lenzi Puncture Plate 
Electrical Hazard Rated 


































9 


Avenger 


A7136 

Women's Avenger Brown 6" Sabre EH 
Waterproof Steel Toe Boot 


A7164 

Women's Avenger Brown EH 
Waterproof Composite Toe Oxford 


A7165 

Women's Avenger Brown EH 
Waterproof Composite Toe Slip On 



M: 6-10, 11 
W: 6-10, 11 

Full Grain Leather Upper 
Removable Double Cushion Sockliner 
Waterproof Membrane Construction 
Flex Welt Construction 
Electrical Hazard Rated 
Steel Safety Toe Cap 


M: 6-10, 11 
W: 6-10, 11 

Full Grain Leather Upper 
Waterproof Membrane Construction 
100 Percent Metal Free 
Dual Density Rebound Insole 
Electrical Hazard Rated 
Nylon Shank for Added Support 


M: 6-10, 11 
W: 6-10, 11 

Full Grain Leather Upper 
Waterproof Membrane Construction 
100 Percent Metal Free 
Dual Density Rebound Insole 
Electrical Hazard Rated 
Nylon Shank for Added Support 


ELECTRICAL 

STEEL 

WATER 

PUNCTURE 

EH 

ST 


f' 

RESISTANT 

HAZARD 

TOE 

PROOF 

SOLE 


COMPOSITE 

CT 


ELECTRICAL 

EH 


COMPOSITE 

CT 


ELECTRICAL 

EH 


A7221 


A7223 


A7224 


Men's Avenger Brown 6" EH 
Waterproof Puncture Resistant 
Composite Toe Hiker 


Men's Avenger Black 6" EH Men's Avenger Black 6" EH 

Waterproof No Exposed Metal Waterproof Steel Toe Boot 

Puncture Resistant Comp Toe Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Crazy Horse Leather Upper 
Pillow Cushion Insole 
Waterproof Membrane Construction 
Lenzi Puncture Resistant Plate 
Electrical Hazard Rated 
No Exposed Metal 
Composite Safety Toe Cap 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Crazy Horse Leather Upper 
Pillow Cushion Insole 
Lenzi Puncture Resistant Plate 
Waterproof Membrane Construction 
Electrical Hazard Rated 
No Exposed Metal 
Composite Safety Toe Cap 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Leather Upper 
Removable Dual Density Insole 
Dual Density PU Slip and Oil 
Resistant Rubber Outsole 
Waterproof Membrane Construction 
Electrical Hazard Rated 
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Avenger 


A7225 

Men's Avenger Brown 6" EH 
Waterproof Steel Toe Hiker Boot 


A7227 

Men's Avenger Black 6" EH 
Waterproof Steel Toe Field Boot 


A7241 

Men's Avenger Brown 6" EH Steel 
Toe Hiker 






M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Leather Upper 
Removable Dual Density Insole 
Dual Density PU Slip and Oil 
Resistant Outsole 
Waterproof Bladder Construction 
Electrical Hazard Rated 



A7242 

Men's Avenger Brown Grid 6" EH 
Steel Toe Work Boot 


M: 7-12, 13 
W: 7-12, 13, 14 

Nylon and Full Grain Buffalo Uppers 
Waterproof Bootie Construction 
Dual Density PU Midsole 
Lightweight Construction 
Electrical Hazard Rated 
Durable Slip Resistant Polyurethane 
Outsole 



A7244 

Men's Avenger Brown 6" Composite 
Toe EH Waterproof Boot 


W: 7-12, 13, 14 

Mesh and Suede Leather Upper 
Direct Attached Construction 
Dual Density PU Midsole and Outsole 
Lightweight Construction 
Electrical Hazard Rated 
Removable Double Cushion Sockliner 
Rubber Toe Guard to Protect Against 
Abrasion 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


A7245 

Men's Avenger Black 6" Composite 
Toe EH Waterproof Boot 






M: 7-12, 13, 14 
W: 7-12, 13, 14 

Leather and Mesh Upper 
Removable Rebound Foam Insole for 
Extra Comfort 

Dual Density PU Midsole and Outsole 
Long Lasting Metal Hardware 
Electrical Hazard Rated 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Water Resistant Leather Upper 
EVA Midsole for Maximum Comfort 
Rubber Slip and Oil Resistant 
Outsole 

Waterproof Bladder Construction 
Electrical Hazard Rated 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Water Resistant Leather Upper 
EVA Midsole for Maximum Comfort 
Rubber Slip and Oil Resistant 
Outsole 

Waterproof Bladder Construction 
Electrical Hazard Rated 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Avenger 


A7248 

Men's Avenger Black 6" EH 
Waterproof Metal Free Composite 
Toe Boot 


A7258 

Men's Avenger Brown 6" EH 
Puncture Resistant Waterproof 
Steel Toe Boot 


A7264 

Men's Avenger Brown 6" EH 
Waterproof Insulated Metal Free 
Composite Toe Boot 




M: 7-12, 13, 14 
W: 7-12, 13, 14 

Water Resistant Leather Upper 
Air Bag Cushioning System 
100 Percent Metal Free 
Waterproof Bladder Construction 
Electrical Hazard Rated 
Removable Perspiration Absorbing 
Dual Density PU Insole 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Crazy Horse Leather Upper 

High Heat Outsole to 600 Degrees 

Fahrenheit 

Bumper Toe 

Electrical Hazard Rated 

Removable Perspiration Absorbing 

Dual Density PU Insole 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full-Grain Water Resistant Leather 
Upper 

Removable Dual Density Insole 
100 Percent Metal Free 
Waterproof Bladder Construction 
Electrical Hazard Rated 
200 Gram Thinsulate Insulation 



A7300_ 

Men's Avenger Black 6" EH 
Internal Met Guard Steel Toe Work 
Boot 



A7302 

Men's Avenger Brown 6" EH 
Metatarsal Steel Toe Work Boot 



A7310 

Men's Avenger Black 10" EH PR 
Internal Metatarsal Guard Steel 
Toe Work Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Leather Upper 
Internal Metatarsal Guard with Steel 
Toe Cap 

Slip and Oil Resistant Rubber 
Outsole 

Electrical Hazard Rated 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Leather Upper 
Internal Metatarsal Guard with Steel 
Toe Cap 

Slip and Oil Resistant Rubber 
Outsole 

Electrical Hazard Rated 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Leather Upper 

Removable Perspiration Absorbing PU 

Insole 

High Heat Outsole to 600 Degrees 
Fahrenheit 

Electrical Hazard Rated 
Internal Metatarsal Guard 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 
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Avenger 


A7322 

Men's Avenger Black 6" EH 
Metatarsal Guard Steel Toe Work 
Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Buffalo and Action 
Leather Upper 

Removable Dual Density Insole 
Extra Cushioning in Insole for Added 
Comfort 

EVA Midsole for Cushioning Comfort 
Electrical Hazard Rated 


ELECTRICAL METATARSAL STEEL 

EH MG ST 

HAZARD GUARD I TOE 


A7542 

Men's Avenger Brown 6" EH Carbon 
Nanofiber Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Crazy Horse Leather Upper 

Pillow Cushion Insole 

100 Percent Metal Free 

Flex Welt Construction 

Electrical Hazard Rated 

No Exposed Metal to Meet Scratch 

Resistant Workplace Requirement 


:arbon fiber electrical 

CF EH 

TOC HAZARD 


A7408 

Men's Avenger Black 6" EH 
Composite Toe Slip On Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Water Resistant Leather Upper 
Metal Free for Workplace 
Requirements 

EVA Midsole for Maximum Comfort 
Electrical Hazard Rated 
Removable Perspiration Absorbing 
Dual Density PU Insole 


CT EH 


A7546 

Men's Avenger Brown 6" EH 
Puncture Resistant WP No Exposed 
Metal Carbon Nanofiber Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Crazy Horse Leather Upper 
Waterproof Membrane Construction 
No Exposed Metal 

Removable Dual Density Perspiration 
Absorbing PU Insole 
Electrical Hazard Rated 
Lenzi Puncture Resistant Plate 



A7505_ 

Men's Avenger Brown 6" Romeo EH 
Waterproof Carbon Nanofiber 
Safety Toe Pull On Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Leather Upper 
Waterproof Membrane Construction 
100 Percent Metal Free 
Flex Welt Construction 
Electrical Hazard Rated 
Dual Density Rebound Insole 


:arbon fiber electrical | ■ 

CF EH <4 

roe HAZARD I 


A7547 

Men's Avenger Black 6" EH 
Puncture Resistant WP No Exposed 
Metal Carbon Nanofiber Toe Boot 



4E: 7-12, 13, 14, 15, 16 
6E: 7-12, 13, 14, 15, 16 
M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Crazy Horse Leather Upper 
Waterproof Membrane Construction 
No Exposed Metal 

Removable Dual Density Perspiration 
Absorbing PU Insole 
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Avenger 


A7555 _ 

Men's Avenger Brown 8" Hammer EH 
Waterproof Carbon Nanofiber 
Composite Toe Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Crazy Horse Leather Upper 
Waterproof Membrane Construction 
Lenzi Puncture Resistant Plate 
Removable Dual Density Perspiration 
Absorbing PU Insole 
Electrical Hazard Rated 



A7581 

Men's Avenger Black 6" EH 
Waterproof Puncture Resistant 
Carbon Nanofiber Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Aramid Fiber Abrasion Resistant 
Upper 

Waterproof Membrane Construction 
Lenzi Puncture Resistant Plate 
No Exposed Metal and 100 Percent 
Metal Free 

Electrical Hazard Rated 



A7573 

Men's Avenger Brown 8" Insulated 
WP EH Puncture Resistant Carbon 
Nanofiber Safety Toe Cap Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Crazy Horse Leather Upper 
Waterproof Membrane Construction 
Lightweight Carbon Nanofiber 
Composite Toe Cap 
Removable Dual Density PU Insole 
with Extra Cushioning 
Electrical Hazard Rated 


CFlEH 



A7623 

Men's Avenger Black 6" EH 
Waterproof Soft Toe Hiker 



M: 6-10, 11 
W: 6-10, 11 

Full Grain Crazy Horse Leather Upper 
Waterproof Membrane Construction 
Pillow Cushion Insole 
No Exposed Metal 
Electrical Hazard Rated 



A7575 

Men's Avenger Brown 8" EH 
Insulated Waterproof Puncture 
Resistant Carbon Toe Work Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Tumbled Stardom Leather Upper 
Waterproof Membrane Construction 
200 Gram Thinsulate Insulation 
Removable Dual Density PU Insole 
with Extra Cushioning 
Electrical Hazard Rated 
Lenzi Puncture Resistant Plate 



A7625 

Men's Avenger Brown 6" EH 
Waterproof Soft Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Leather Upper 
Removable Dual Density Insole 
Waterproof membrane Construction 
Electrical Hazard Rated 
Direct Attach Dual Density PU Slip 
and Oil Resistant Outsole 
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Avenger 


A7627 A7644 A7673 

Men's Avenger Black 6" EH Men's Avenger Tan and Black 6" EH Women's Avenger Black 6" EH 

Waterproof Uniform Soft Toe Boot Waterproof Soft Toe Boot Waterproof Soft Toe Hiker 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Leather Upper 
Extremely Comfortable and Durable 
Slip and Oil Resistant Rubber 
Outsole 

EVA Midsole for Cushioning Comfort 
Electrical Hazard Rated 
Direct Attach Construction 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Water Resistant Leather Upper 
Removable Dual Density Insole 
EVA Midsole for Maximum Comfort 
Rubber EVA Slip and Oil Resistant 
Outsole 

Electrical Hazard Rated 
Waterproof Bladder Construction 




M: 6-10, 11 
W: 6-10, 11 

Full Grain Crazy Horse Leather Upper 

Waterproof Membrane Lining 

100 Percent Metal Free 

Pillow Cushion Removable Insole 

Electrical Hazard Rated 

No Exposed Metal to Meet Scratch 

Resistant Workplace Requirements 



A7675 

Women's Avenger Brown 6” EH 
Waterproof Soft Toe Hiker 



A7710 

Men's Avenger Brown 6" Crosscut 
EH Waterproof Steel Toe Hiker 



A7711 

Men's Avenger Brown with Red 6" 
Crosscut EH PR Waterproof Steel 
Toe Hiker 



M: 6-10,11 
W: 6-10 

Full Grain Leather Upper 
Waterproof Membrane Lining 
Direct Attach Construction 
Removable Dual Density Insole 
Electrical Hazard Rated 
Highly Slip Resistant Tread Pattern 


ELECTRICAL 

SOFT 

WATER 

EH 

s 


HAZARD 

TOE 

PROOF 




M: 7-12, 13, 14 
W: 7-12, 13, 14 

Mesh and Full Grain Leather Upper 
Removable Double Cushion Sockliner 
Waterproof Membrane Construction 
Lenzi Puncture Resistant Plate 
Electrical Hazard Rated 
Steel Toe Safety Cap 
Puncture Slip and Oil Resistant Sole 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Mesh and Full Grain Leather Upper 
Removable Double Cushion Sockliner 
Waterproof Membrane Construction 
Lenzi Puncture Resistant Plate 
Electrical Hazard Rated 
Steel Toe Safety Cap 
Puncture Slip and Oil Resistant Sole 
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Avenger 


A7712 A7751 

Men's Avenger Black 6" Crosscut Women's Avenger Brown 6" Crosscut 

EH PR Waterproof Steel Toe Boot EH PR Waterproof Steel Toe Hiker 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Mesh and Leather Upper 
Double Cushion Insole 
Waterproof Membrane Construction 
Non Metallic Lenzi Puncture 
Resistant Plate 
Electrical Hazard Rated 
EVA Midsole for All Day Comfort 


M: 6-10, 11 
W: 6-10, 11 

Mesh and Full Grain Leather Upper 
Removable Double Cushion Sockliner 
Waterproof Membrane Construction 
Lenzi Puncture Resistant Plate 
Electrical Hazard Rated 
Steel Toe Safety Cap 
Puncture Slip and Oil Resistant Sole 


ELECTRICAL 

STEEL 

WATER 

PUNCTURE 

EH 

ST 


f' 

RESISTANT 

HAZARD 

TOE 

PROOF 

SOLE 


ELECTRICAL I STEEL I I PUNCTURE 

EH ST A Lfc. 


A7847 

Men's Avenger Black 11" EH 
Waterproof Composite Toe 
Wellington Work Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Black Buffalo Leather 
Upper 

Waterproof Membrane Lining 
Direct Attach Construction 
Removable EVA Sockliner 
Electrical Hazard Rated 
Dual Density Polyurethane Midsole 



A7846 

Men's Avenger Brown 11" EH 
Waterproof Composite Toe 
Wellington Work Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Buffalo Leather Upper 
Waterproof Membrane Lining 
Direct Attach Construction 
Removable EVA Sockliner 
Electrical Hazard Rated 
Dual Density Polyurethane Midsole 
Highly Slip Resistant Tread Pattern 


COMPOSITE ELECTRICAL | 

CT EH <4 

TOE HAZARD I panne 
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Bates 


B22233 

Men's Bates Black High Shine Duty 
Leather Soft Toe Oxford 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Breathable Mesh Lining 
Slip Resistant Rubber Outsole 
Cement Construction 


SOFT 

S 

TOE 


B2264 

Men's Bates Black 5" Tactical 
Composite Toe Side Zip Sport Boot 



M: 4-12, 13, 14, 15 
XW: 7-12, 13, 14 

Full Grain Leather Upper with 1680 
Denier Nylon 
Breathable Mesh Lining 
YKK Nylon Side Zipper 
Cushioned Removable Insert 
Slip Resistant Rubber Outsole 
Athletic Cement Construction 


COMPOSITE 

CT 

TOE 


B2262 

Men's Bates Black 5" Leather 
Ballistic Nylon Tactical Soft Toe 
Sport Boot 



M: 7-12, 13, 14, 15 
XW: 7-12, 13, 14 

Full Grain Leather Upper with 1680 
Denier Nylon 
Breathable Mesh Lining 
Cushioned Removable Insert 
Slip Resistant Rubber Outsole 
Athletic Cement Construction 


SOFT 


s 

TOE 


B2272 

Men's Bates Black 8" GoreTex 
Waterproof EH Composite Toe Side 
Zip Boot 



M: 7-12, 13, 14, 15 
XW: 7-12, 13, 14 

Waterproof Leather with Ballistic 
Nylon Upper 

Cushioned Removable Insert 
YKK Nylon Side Zipper 
Slip Resistant Rubber Outsole 
Athletic Cement Construction 



B2263 

Men's Bates Black 8" Tactical 
Composite Toe Side Zip Sport Boot 



M: 5-12, 13, 14, 15 
XW: 7-12, 13, 14 

Full Grain Leather Upper with 1680 
Denier Nylon 
Breathable Mesh Lining 
Cushioned Removable Insert 
YKK Nylon Side Zipper 
Slip Resistant Rubber Outsole 
Athletic Cement Construction 


COMPOSITE 

CT 

TOE 


B2276 

Men's Bates GX-8 Desert Tan 
Composite Toe Side Zip Boot 



M: 7-12, 13, 14, 15 
XW: 7-12, 13, 14 

Water Resistant Wolverine Warrior 
Leather 

Breathable Mesh Lining 
Cushioned Removable Insert 
YKK Nylon Side Zipper 
Slip Resistant Rubber Outsole 
Athletic Cement Construction 


COMPOSITE 

CT 

TOE 





















Bates 


E05146 




B2762 

Women's Bates Black 5" Leather 
Ballistic Nylon Tactical Soft Toe 
Boot 



M: 5-10 

Durable Leather and Nylon Upper 
Breathable Mesh Lining 
Cushioned Removable Insert 
Slip Resistant Rubber Outsole 
Athletic Cement Construction 
Bates #1 Selling Mid Cut Boot - 
Lightweight and Comfortable 


SOFT 

s 

TOE 


17 


Men's Bates Black Raide Mid Soft 
Toe Leather Uniform Shoe 




EW: 7-12, 13, 14 
M: 3-12, 13, 14, 15 

Durable Leather and Nylon Upper 
Moisture Wicking Mesh Lining 
Removable Cushioned Insert 
Lightweight Cushioned EVA Midsole 
Strobel Cement Construction 
Molded TPU Heel Cup for Improved 
Stability 


SOFT 


s 

TOE 
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Carolina 


115 


1309 


1399 


Men's Carolina Black 12" Domestic 
Steel Toe Engineer Boot 



R: 5-12, 13, 14, 15 
W: 6-12, 13 

Full Grain Leather Upper 

Cambrelle Lined Vamp 

Poron Preformance Cushioning Insole 

Steel Shank 

Welt Construction 

Nitrene Slip Resistant Outsole with 

1 7/8 Heel Height 


Men's Carolina Amber 6" Steel Toe 
EH Work Boot 


4E: 8-12, 13, 14, 15, 16 
B: 8-12, 13, 14 
D: 6-12, 13, 14, 15 
EE: 6-12, 13, 14, 15, 16 
EEE: 8-12, 13, 14, 15 

Amber Gold Pitstop Leather Upper 
Dri-Lex Lining 
Poron Permafresh Insole 
Removable AG7 Polyurethane Footbed 


Men's Carolina Dark Brown 6" 
Steel Toe EH Slip Resistant Work 
Boot 


D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Crazy Horse Leather Upper 
Taibrelle Lining 

Removable Polyurethane Footbed 

Steel Shank 

Electrical Hazard Rated 

Welt Construction 

Broad Toe Cap 




ST 



ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


1809 


1821 


1905 


Men's Carolina Amber 8" Steel Toe 
EH Work Boot 



4E: 8-12, 13, 14, 15, 16 
B: 8-12, 13, 14 
D: 6-12, 13, 14, 15 
EE: 6-12, 13, 14, 15, 16 
EEE: 8-12, 13, 14, 15 

Pitstop Leather Upper 
Drilex Lining 

Poron Permafresh Insole 
Removable AG7 Polyurethane Footbed 


Men's Carolina Brown 8" Steel Toe 
EH Logger Boot 



4E: 7-12, 13, 14, 15, 16 
D: 7-12, 13, 14, 15, 16 
EE: 7-12, 13, 14, 15, 16 

Briar Pitstop Leather Upper 
Electrical Hazard Rated 
Steel Shank 
Welt Construction 
One-Piece Rubber Lug Outsole 


Men's Carolina Black 10" Domestic 
Linesmen Steel Toe EH Boot 



D: 7-11, 12, 13, 14 
EE: 7-11, 12, 13 

Black Full Grain Leather Upper 
Cambrelle Lining 
Poron Premafresh Insole 
Removable DRYZ Footbed 
Electrical Hazard Rated 
Vibram Austin One Piece Rubber 
Outsole 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Carolina 


1922 

Men's Carolina Black 9" EH USA 
Made Steel Toe Logger 



4E: 8-12, 13, 14, 15, 16 
B: 8-12, 13, 14 
D: 6-12, 13, 14, 15 
EE: 6-12, 13, 14, 15, 16 
EEE: 8-12, 13, 14, 15 

Black Full Grain Leather Upper 
Cambrelle Lined Vamp 
Poron Performance Cushioning Insole 
Removable AG7 Polyurethane Footbed 


399 _ 

Men's Carolina Brown 6" EH SR 
General Purpose Broad Soft Toe 
Boot 


D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Dark Brown Crazy Horse Leather Upper 

Taibrelle Lining 

Steel Shank 

Welt Construction 

Electrical Hazard Rated 

Removable Polyurethane Footbed 


505_ 

Men's Carolina Brown 8" EH MT 
General Purpose Broad Steel Toe 
Boot 



D: 4-12, 13, 14, 15, 16 
EE: 7-12, 13, 14, 15, 16 

Briar Pitstop Leather Upper 
Dri-LEX Lining with DRYZ Pillow 
Cushioin Insole 

Heavy Plastic Dense Foam Lined 
External Meguard 

Welt Construction with Steel Shank 
Electrical Hazard Rated 




ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



ELECTRICAL I METATARSAL I STEEL 

EH MG ST 


508 _ 

Men's Carolina Brown 6" EH MT 
General Purpose Broad Steel Toe 
Boot 


579 _ 

Men's Carolina Brown 8" Broad 
Steel Toe Metatarsal Guard EH 
Work Boot 


599 _ 

Men's Carolina Dark Brown 6" EH 
Broad Steel Toe Metatarsal Guard 
Work Boot 



4E: 8-12, 13, 14 
D: 4-12, 13, 14, 15, 16 
EE: 6.5-12, 13, 14, 15, 16 
EEE: 6.5-12, 13, 14, 15, 16 

Briar Pitstop Leather Upper 
Dri-LEX Lining with DRYZ Pillow 
Cushioin Insole 

Heavy Plastic Dense Foam Lined 
External Meguard 



D: 7-12, 13 
EE: 7-12, 13, 14 

Nubuc Leather Upper 
Taibrelle Lining 

Removable Polyurethane Footbed 

Steel Shank 

Electrical Hazard Rated 

Welt Construction 

Vibram Heat Resisting Outsole 


D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Dark Brown Crazy Horse Leather Upper 
Taibrelle Lining 

Removable AG7 Polyurethane Footbed 
Steel Shank 
Electrical Hazard Rated 
Welt Construction 


ELECTRICAL I METATARSAL I STEEL 


EH MG 

HAZARD I GUARD 


ST 

TOE 



ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 
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Carolina 




821 

Men's Carolina Brown 8" EH Rugged 
Looking Soft Toe Logger 



4E: 7-12, 13, 14, 15, 16 
D: 7-12, 13, 14, 15, 16 
EE: 7-12, 13, 14, 15, 16 

Briar Pitstop Leather Upper 

Steel Shank 

Electrical Hazard Rated 

Welt Construction 

One Piece Rubber Lug Outsole 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 


922 

Men's Carolina Black 9" EH USA 
Made Soft Toe Logger 



4E: 8-12, 13, 14, 15, 16 
D: 6-12, 13, 14, 15 
EE: 6-12, 13, 14, 15, 16 
EEE: 8-12, 13, 14, 15 

Fulll Grain Leather Upper 
Cambrelle Lined Vamp 
Poron Permafresh Insole 
Removable AG7 Polyurethane Footbed 
Electrical Hazard Rated 


ELECTRICAL 

EH 

SOFT 

s 


HAZARD 

TOE 



902_ 

Men's Carolina Black 12" Domestic 
Soft Toe Engineer Boot 



R: 6-12, 13, 14, 15 
W: 7-12, 13 

Full Grain Leather Upper 

Cambrelle Lined Vamp 

Poron Preformance Cushioning Insole 

Steel Shank 

Welt Construction 

Nitrene Slip Resistant Outsole with 

1 7/8 Heel Height 



CA1420 

Women's Carolina Black 8” Steel 
Toe Waterproof EH Logger 



M: 6-10, 11 
W: 6-10, 11 

Black Full Grain Leather Upper 
Electrical Hazard Rated 
Waterproof Scubaliner 
Welt Construction 
Steel Shank 

One Piece Rubber Lug Outsole 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 


905_ 

Men's Carolina Black 10" Domestic 
EH Soft Toe Linesman Boot 



D: 7-12, 13, 14 
EE: 7-12, 13 

Black Full Grain Leather Upper 
Leather Welt Construction 
Poron Performance Cushioning Insole 
and Cambrelle Lined Vamp 
Removable AG7 Polyurethane Footbed 
Electrical Hazard Rated 


ELECTRICAL 

EH 

SOFT 

s 


HAZARD 

TOE 



CA1421 

Women's Carolina Brown 8" EH 
Steel Toe Logger 



M: 4-10, 11 
W: 4-10, 11 

Dark Brown Soggy Leather Upper 

Taibrelle Lining 

Electrical Hazard Rated 

Steel Shank 

Welt Construction 

One Piece Rubber Lug Outsole 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


WATER 
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Carolina 


CA1428 

Women's Carolina Brown 5" EH 
Metatarsal Aluminum Toe Safety 
Boot 



M: 6-10, 11 
W: 6-10, 11 

Full Grain Brown Leather Upper 
Polyurethane Internal MetGuard 
Mesh Lining 
Pillow Cushion Insole 
Electrical Hazard Rated 
Removable EVA Footbed 
Non Metallic Shank 



CA1620 

Women's Carolina Brown 6" EH 
Waterproof Composite Broad Toe 
Boot 



M: 6-10, 11 
W: 6-10, 11 

Copper Crazy Horse Leather Upper 

Waterproof Scubaliner 

Pillow Cushion Insole 

Removable AG7 Polyurethane Footbed 

Electrical Hazard Rated 

Cement Construction 

Slip Resistant Rubber Outsole 



CA1520 

Men's Carolina Amber Broad 
Composite Toe ESD Oxford 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Amber Gold Pitstop Leather Upper 
Non Metallic Hardware 
Removable AG7 Polyurethane Footbed 
Pillow Cushion Insole and EVA 
Midsole 

Cement Construction 
Non Metallic Shank 



CA1625 _ 

Women's Carolina Borris Tan 
ESD-Electro Static Dissipative 
Broad Steel Toe Oxford 



M: 6-10, 11 
W: 6-10, 11 

Borris Tan Leather Upper 
Mesh Lining 

Removable EVA Footbed 
Non Metallic Shank 
Electrostatic Dissipative 
Cement Construction 
EVA Midsole 


static STEEL 

SD ST 

DISSIPATIVE TOE 


CA1525 _ 

Men's Carolina Borris Tan 
ESD-Electro Static Dissipative 
Broad Steel Toe Oxford 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Borris Tan Leather Upper 
Mesh Lining 

Removable EVA Footbed 
Non Metallic Shank 
Electrostatic Dissipative 
Cement Construction 
EVA Midsole 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


CA1815_ 

Men's Carolina Brown 6" Domestic 
EH Waterproof Composite Toe Work 
Boot 



4E: 8-12, 13, 14, 15, 16 
B: 8-12, 13, 14 
D: 8-12, 13, 14, 15, 16 
EE: 8-12, 13, 14, 15, 16 

Briar Pitstop Leather Upper 
Leather Welt Construction 
Waterproof Scubaliner and Mesh 
Lining 

Made in the USA 
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Carolina 


CA1816 _ 

Men's Carolina Brown 8" Domestic 
EH Waterproof Composite Toe Work 
Boot 



4E: 8-12, 13, 14, 15, 16 
B: 8-12, 13, 14, 15, 16 
D: 8-12, 13, 14, 15, 16 
EE: 8-12, 13, 14, 15, 16 

Briar Pitstop Leather Upper 
Leather Welt Construction 
Waterproof Scubaliner and Mesh 
Lining 

Made in the USA 



CA2520 

Men's Carolina Brown 10" EH 
Waterproof Composite Toe Ranch 
Wellington 


CA1825 

Men's Carolina Black 8" EH Steel 
Toe Logger 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Black Full Grain Leather Upper 

Steel Shank 

Welt Construction 

One Piece Rubber Lug Outsole 

Electrical Hazard Rated 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


CA2525 

Men's Carolina Borris Tan 6" EH 
Waterproof Broad Steel Toe Work 
Boot 


CA1904 

Men's Carolina Tan 10" Composite 
Toe Waterproof EH Linesman Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Cork Harness Leather Upper 
Electrical Hazard Rated 
Waterproof Scubaliner 
Removable AG7 PU Footbed 
Heavy Duty Steel "Right and Left" 
Linesman Shank 
Welt Construction 



CA2533 _ 

Men's Carolina Brown 10" EH 
Waterproof Composite Toe 
Wellington 




D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Folklore Leather Upper 

EVA Midsole for Maximum Comfort 

Non Metallic Shank 

Waterproof Scubaliner 

Electrical Hazard Rated 

Cement Construction 

Removable AG7 Polyurethane Footbed 


Borris Tan Leather Upper 
Mesh Lining 

Removable EVA Footbed 
Waterproof Scubaliner 
Electrical Hazard Rated 
EVA Midsole 

Non Metallic Shank and Cement 
Construction 

Oil and Slip Resistant Rubber 
Outsole 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Dark Brown Crazy Horse Leather Upper 

Mesh Lining 

Non Metallic Shank 

Waterproof Scubaliner 

Electrical Hazard Rated 

Cement Construction 

Removable AG7 Polyurethane Footbed 









, + & 


St 




1 

<ii 

* 
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Carolina 


CA3049 _ 

Men's Carolina Dark Oak 8" EH 
Soft Toe Broad Toe Work Boot 


CA3522 

Men's Carolina Black 6" EH Steel 
Toe Work Boot 


CA3524 

Men's Carolina Brown 8" EH 
Waterproof Steel Toe Work Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Dark Oak Pioneer Leather Upper 
Extra Think Pillow Cushion Footbed 
Rubber Midsole 
Steel Shank 

Goodyear Welt Construction 
Electrical Hazard Rated 
Polyurethane Airthrust Wedge Outsole 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 


CA3526 _ 

Men's Carolina Brown 6" EH SR 
Waterproof Steel Toe Work Boot 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Full Grain Leather Upper 

Cement Construction 

Removable EVA Footbed 

Steel Shank 

Electrical Hazard Rated 

Oil and Slip Resistant Rubber 

Outsole 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


CA3527 

Men's Carolina Brown 6" EH SR 
Internal Metatarsal Steel Toe 
Work Boot 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Copper Crazy Horse Leather Upper 
Waterproof Scubaliner 
Removable EVA Footbed 
Electrical Hazard Rated 
Steel Shank 
Cement Construction 
Rubber Outsole 



CA3535 _ 

Men's Carolina Brown 6" EH 
Waterproof Insulated Composite 
Toe Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Copper Crazy Horse Leather Upper 
Waterproof Scubaliner 
Removable EVA Footbed 
Electrical Hazard Rated 
Steel Shank 
Cement Construction 
Rubber Outsole 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Copper Crazy Horse Leather Upper 
Mesh Lining 

Removable EVA Footbed 
Electrical Hazard Rated 
Steel Shank 
Cement Construction 
Polyurethane Internal MetGuard 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Bandit Nutcase Leather Upper 
Waterproof Scubaliner 
Removable EVA Footbed 
Electrical Hazard Rated 
400 Grams of Thinsulate Insulation 
Rubber Outsole is Oil and Slip 
Resistant 



ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


CT EH 
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Carolina 


CA3536 _ 

Men's Carolina Brown 6" EH 
Waterproof Composite Toe Work 
Boot 


CA3537 _ 

Men's Carolina Black 6" EH 
Waterproof Composite Toe Work 
Boot 


CA3538 _ 

Men's Carolina Brown 8" EH 
Waterproof Insulated Composite 
Toe Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Black Buff Pebble Grain Leather 
Upper 

Waterproof Scubaliner 
Removable EVA Footbed 
Electrical Hazard Rated 
Non Metallic Shank 
Cement Construction 


COMPOSITE ELECTRICAL — 

CT EH <4 

TOE HAZARD ponOF 


CA421 

Women's Carolina Dark Brown 9" EH 
Soft Toe Logger 



M: 4-10, 11 
W: 4-10, 11 

Soggy Leather Upper 

Taibrelle Lining 

Steel Shank 

Electrical Hazard Rated 

Welt Construction 

One Piece Rubber Lug Outsole 

Soft Toe 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Black Buff Pebble Grain Leather 
Upper 

Waterproof Scubaliner 
Removable EVA Footbed 
Electrical Hazard Rated 
Non Metallic Shank 
Cement Construction 


COMPOSITE ELECTRICAL — 

CT EH 4 

TOE HAZARD 


CA4515 

Men's Carolina Copper 8” EH 
Waterproof Insulated Composite 
Toe 4x4 Work Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Copper Crazy Horse Leather and Nylon 
Mesh Upper 

800 Gram Thinsulate Insulation 
Waterproof Scubaliner 
Pillow Cushion Insole 
Removable AG7 Polyurethane Footbed 
Electrical Hazard Rated 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 


CT 

TOE 




D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Bandit Nutcase Leather Upper 
Waterproof Scubaliner 
Removable EVA Footbed 
Electrical Hazard Rated 
800 Grams of Thinsulate Insulation 
Rubber Outsole is Oil and Slip 
Resistant 


CT EH 



CA4552 

Men's Carolina Brown EH 
Waterproof Composite Toe Hiker 
Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Crazy Horse Leather and Mesh Upper 

Waterproof Scubaliner 

Mesh Lining 

Cement Construction 

Electrical Hazard Rated 

Non Metallic Shank 
































Carolina 


CA4582 

Men's Carolina Brown 10" Ranch EH 
Internal MetGuard Composite Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Copper Crazy Horse Leather Upper 
Abrasion Resisting Coated Leather 
Toe 

Electrical Hazard Rated 
Pillow Cushion Insole 
Removable AG7 Polyurethane Footbed 
PU Internal MetGuard 



CA5020_ 

Men's Carolina Copper Crazy 6" EH 
WP Broad Toe Soft Toe Work Boot 



4E: 9-12, 13, 14, 15, 16 
D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Copper Crazy Horse Leather Upper 

Pillow Cushion Insole 

Waterproof Scubaliner 

Removable AG7 Polyurethane Footbed 

Electrical Hazard Rated 

Non Metallic Shank 
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CA4821 

Men's Carolina Brown 8" EH 
Waterproof Insulated Soft Toe 
Logger 



D: 8-12, 13, 14 
EE: 7-12, 13, 14 

Copper Crazy Horse Leather Upper 

Tailbrelle Lined 

Waterproof Scubaliner 

600 Grams Thinsulate Insulation 

Electrical Hazard Rated 

Steel Shank 

Welt Construction 



CA5021 

Men's Carolina Goucho Crazy 6" EH 
WP Broad Toe Soft Toe Work Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Goucho Crazy Horse Leather Upper 

Pillow Cushion Insole 

Waterproof Scubaliner 

Removable AG7 Polyurethane Footbed 

Electrical Hazard Rated 

Non Metallic Shank 

Cement Construction 


CA4823 

Men's Carolina Black 8" EH 
Waterproof Insulated Soft Toe 
Logger 



D: 8-12, 13, 14 
EE: 7-12, 13, 14 

Full Grain Leather Upper 

Tailbrelle Lined 

Waterproof Scubaliner 

600 Grams Thinsulate Insulation 

Electrical Hazard Rated 

Steel Shank 

Welt Construction 



CA517_ 

Men's Carolina Brown 6" EH 
Domestic Broad Toe Winged D30 
Internal MetGuard Steel Toe Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Briar Pitstop Leather Upper 
Mesh Lining 

Union Made in USA from Global Parts 
Steel Shank 
Electrical Hazard Rated 
Winged D30 Internal MetGuard 
Kevlar Welt Stitching 



ELECTRICAL ■ METATARSAL ■ STEEL 

ehImgI ST 
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Carolina 


CA518 


CA5501 


CA5502 


Men's Carolina Brown 8" EH 
Domestic Broad Toe Winged D30 
Internal MetGuard Steel Toe Boot 


Men's Carolina Brown 6" EH 
Waterproof External MetGuard 
Steel Toe Work Boot 


Men's Carolina Brown 8" EH 
Waterproof External MetGuard 
Steel Toe Work Boot 






D: 8-12, 13, 14 
EE: 8-12, 13, 14 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 




Briar Pitstop Leather Upper 
Mesh Lining 

Union Made in USA from Global Parts 
Steel Shank 
Electrical Hazard Rated 
Winged D30 Internal MetGuard 
Kevlar Welt Stitching 


Harness Cork Leather Upper 
Waterproof Scubaliner 
Mesh Lining 

Kevlar Stitching and Welt 

Construction 

Radiantex Insole Board 

Vibram Heat Resisting Rubber Outsole 


Harness Cork Leather Upper 
Waterproof Scubaliner 
Mesh Lining 

Kevlar Stitching and Welt 

Construction 

Radiantex Insole Board 

Vibram Heat Resisting Rubber Outsole 


EH MG 


ELECTRICAL METATARSAL STEEL 

EH MG ST 4 

HAZARD GUARD TOE mOO F 


EH MG 



CA5520 _ 

Men's Carolina Copper 6” EH 
Waterproof Broad Composite Toe 
Work Boot 


CA5521 _ 

Men's Carolina Brown 6" EH 
Waterproof Insulated Broad 
Composite Toe Work Boot 


CA5522 

Men's Carolina Brown 6" ESD 
Waterproof Carbon Composite Broad 
Toe Work Boot 



4E: 9-12, 13, 14, 15, 16 
D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15, 16 

Copper Crazy Horse Leather Upper 

Waterproof Scubaliner 

Cement Construction 

Pillow Cushion Insole 

Removable AG7 Polyurethane Footbed 

EVA Midsole and Non Metallic Shank 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Gaucho Crazy Horse Leather Upper 
Waterproof Scubaliner 
400 Gram Thinsulate Insulation 
Electrical Hazard Rated 
Removable AG7 Polyurethane Footbed 
EVA Midsole and Non Metallic Shank 
Slip Resisting Rubber Outsole 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Bandit Potting Soil Leather Upper 
Carbon Composite Fiber Toe Cap 
Abrasion Resistant Leather Toe and 
Heel 

Carolina's Exclusive Waterproof 
Scubaliner 

Electrostatic Dissipative 


CT 


EH 


CT 

TOE 


EH 




WATER 


CF 


WATER 





































Carolina 


CA5525 _ CA5526 _ CA5537 _ 

Men's Carolina Brown 6" Flagstone Men's Carolina Brown 5" Anode ESD Men's Carolina Brown 6" Hook EH 

EH Waterproof Carbon Composite Carbon Composite Safety Toe Hiker Waterproof Composite Toe Work 

Toe Hiker Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Vortex Great Wall Leather Upper 
Waterprood Scubaliner and Mesh 
Lining 

4x4 Tiger Tip 
Cement Construction 
Electrical Hazard Rated 
Removable Double Tuff PU Footbed 



CA5582 _ 

Men's Carolina Copper 6” EH 
Metatarsal Guard Composite Toe 
Boot 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Crazy Horse Extreme Leather Upper 
Mesh Lining 

100 Percent Non Metallic 
Cement Construction 
Electrostatic Dissipative 
Protective Rubber Toe 


:ARSON FIBER STATIC 

CF SD 

TOE DISSIPATIVE 


CA5586_ 

Men's Carolina Brown 6" EH 
Composite Toe Tiger D30 External 
MetGuard Work Boot 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Traction Dark Earth Leather Upper 
Mesh Lining 
Waterproof Scubaliner 
Electrical Hazard Rated 
Non Metallic Shank 
Cement Construction 


ELECTRICAL 

EH 


CA5588 _ 

Men's Carolina Brown 6" Veneer EH 
Waterproof Composite Toe Work 
Boot 



CT 

TOE 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Copper Crazy Horse Leather Upper 
Polyurethane Internal MetGuard 
Abrasion Resisting Coated Leather 
Toe 

Electrical Hazard Rated 
Removable AG7 Polyurethane Footbed 
Cement Construction 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Bandit Walnut Leather Upper 
Mesh Lining 

Winged D30 External MetGuard 
Electrical Hazard Rated 
Removable Dual Density Foam Footbed 
Cement Construction 
Non Metallic Shank 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Buster Dark Beige Leather Upper 
Waterproof Subaliner and Mesh Lining 
EVA Midsole 
Electrical Hazard Rated 
Non Metallic Shank 
Cement Construction 

Removable PU and Memory Foam Footbed 


COMPOSITE I ELECTRICAL I METATARSAL 

CT EH MG 


COMPOSITE I ELECTRICAL I METATARSAL 

CT EH MG 


CT EH 
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Carolina 


■ 


CA5821 

Men's Carolina Copper 8" EH 
Waterproof Insulated Steel Toe 
Logger 



4E: 7-12, 13, 14 
D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Copper Crazy Horse Leather Upper 
Waterproof Scubaliner 
Taibrelle Lined 

600 Grams of Thinsulate Insulation 
Electrical Hazard Rated 
Triple-Rib Steel Shank 



CA7501 _ 

Men's Carolina Wheat 8" Domestic 
Wedge EH Steel Toe Work Boot 


CA5823 _ 

Men's Carolina Black 8" 

Waterproof Insulated EH Steel Toe 
Logger 



D: 8-12, 13, 14 
EE: 7-12, 13, 14 

Black Full Grain Leather Upper 

600 Grams of Thinsulate Insulation 

Electrical Hazard Rated 

Steel Shank 

Welt Construction 

One-Piece Rubber Lug Outsole 



CA7502 

Men's Carolina Wheat 8" Domestic 
EH Moc Toe Steel Toe Wedge Work 
Boot 


CA7145 

Men's Carolina Wheat 8" 
Waterproof Insulated EH Soft Toe 
Work Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Wheat Nubuck Upper 
Seam Sealed Waterproof 
Taibrelle Lining 
200 Gram Thinsulate 
Electrical Hazard Rated 
Steel Shank 

Direct Attach Construction 



CA7503_ 

Men's Carolina Wheat 6" Domestic 
EH Moc Toe Steel Toe Wedge Work 
Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Tobacco Stampede Leather Upper 
Welt Construction 

Removable AG7 Polyurethane Footbed 

Steel Shank 

Electrical Hazard Rated 

Made in the USA 


D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Tobacco Stampede Leather Upper 
Welt Construction 

Removable AG7 Polyurethane Footbed 

Steel Shank 

Electrical Hazard Rated 

Made in the USA 


D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Tobacco Stampede Leather Upper 
Welt Construction 

Removable AG7 Polyurethane Footbed 

Steel Shank 

Electrical Hazard Rated 

Made in the USA 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 
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Carolina 


CA7504 

Men's Carolina Wheat 10" Domestic 
EH Steel Toe Wedge Wellington 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Tobacco Stampede Leather Upper 
Welt Construction 

Removable AG7 Polyurethane Footbed 

Steel Shank 

Electrical Hazard Rated 

Made in the USA 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



CA7522 

Men's Carolina Brown 8" 
Waterproof EH Composite Toe 
Logger 


CA7519 _ 

Men's Carolina Brown 10" Pine EH 
Waterproof Insulated Steel Toe 
Logger Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Cork Harness Leather Upper 
Gore Tex Waterproof Membrane 
400 Gram Thinsulate Insulation 
Removable AG7 Polyurethane Footbed 
Leather Welt Construction 
Electrical Hazard Rated 
Triple Rib Steel Shank 



CA7528 

Men's Carolina Brown 6" EH 
Waterproof Comp Toe Work Boot 


CA7521 

Men's Carolina Cork Harness 8" EH 
Waterproof Insulated Lace to Toe 
Comp Toe Logger 



E: 8-12, 13, 14 
EEE: 8-12, 13, 14 

Cork Harness Leather Upper 
Waterproof Scubaliner 
600 Grams Thinsulate Insulation 
Taibrelle Lining 
Electrical Hazard Rated 
Leather Welt Construction with 
Removable Kiltie 



CA7582 

Men's Carolina Brown 6" EH WP 
Internal MetGuard Composite Toe 
Hiker 




D: 8-12, 13, 14 
EE: 8-12, 13, 14 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 



D:4, 5, 6-12, 13, 14 
EE: 7-12, 13, 14 



Gaucho Crazy Horse Leather Upper 
Waterproof Membrane and removable 
Kiltie 

Removable AG7 Polyurethane Footbed 
Electrical Hazard Rated 
Heavy Duty Steel Linesman Shank 
Leather Welt Construction 


Khartoum Cigar Leather Upper 
Mesh Lining 
Welt Construction 

Removable AG7 Polyurethane Footbed 
Electrical Hazard Rated 
Heavy Duty Steel Linesman Shank 
Removable Kiltie 


Bright Chestnut Rage Leather Upper 

Non Metallic Internal MetGuard 

Waterproof Scubaliner 

Removable AG7 Polyurethane Footbed 

Electrical Hazard Rated 

Non Metallic Shank 

Cement Construction 




CT EH MG 

TOE I HAZARD I GUARD 
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Carolina 


CA7821 

Men's Carolina Brown 8" EH 
Waterproof MetGuard Insulated 
Steel Toe Logger Boot 


CA7921 

Men's Carolina Brown 8" EH 
Waterproof Insulated MetGuard 
Composite Toe Boot 


CA8021 

Men's Carolina Goucho 8" EH 
Waterproof Insulated Broad Toe 
Soft Toe Work Boot 



4E: 8-12, 13, 14 
D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Copper Crazy Horse Leather Upper 
Waterproof Scubaliner 
Taibrelle Lining 

600 Gram Thinsulate Insulation 
Electrical Hazard Rated 
Polyurethane Internal MetGuard 


METATARSAL STEEL 

jfC MG ST 

INSULATED GUARD TOE 


CA8508 _ 

Men's Carolina Brown 9" EH 
Waterproof Insulated Broad Steel 
Toe Logger 


E: 8-12, 13, 14 
EEE: 8-12, 13, 14 

Copper Crazy Horse Leather Upper 
Polyurethane Internal MetGuard 
Waterproof Scubaliner 
Electrical Hazard Rated 
400 Grams of Thinsulate Insulation 
Removable AG7 Polyurethane Footbed 



CA8520_ 

Men's Carolina Copper 8” 

Waterproof Broad Composite Toe EH 
Work Boot 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Gaucho Crazy Horse Leather Upper 

Waterproof Scubaliner 

Pillow Cushion Insole 

EVA Midsole 

Electrical Hazard Rated 

Removable AG7 Polyurethane Footbed 

Non Metallic Shank 



CA8521 

Men's Carolina Brown 8" EH 
Waterproof Insulated Broad Comp 
Toe Boot 



EH 




D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Poseidon Oakwood Upper 

100 Percent Waterproof Membrane 

Pillow Cushion Footbed 

400 Gram Thinsulate 

Electrical Hazard Rated 

Steel Shank 

One Piece Rubber Lug Outsole 


ELECTRICAL STEEL 

EH Jfl ST 

HAZARD INSULATED TOE 




D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Crazy Horse Leather Upper 

Waterproof Membrane and Cement 

Construction 

Pillow Cushion Insole 

Electrical Hazard Rated 

Removable AG7 Polyurethane Footbed 

Non Metallic Shank with EVA Midsole 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Gaucho Crazy Horse Leather Upper 

Removable AG7 Polyurethane Footbed 

600 Gram Thinsulate 

Non Metallic Shank 

Electrical Hazard Rated 

Cement Construction 

Slip Resistant Rubber Outsole 



CT 

TOE 
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Carolina 


CA8525 _ 

Men's Carolina Copper 8" 

Waterproof Broad Composite Toe EH 
Logger 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Crazy Horse Leather Upper 
Mesh Lining with Power Cushion 
Insole 

Removable AG7 Polyurethane Footbed 
Three Rib Steel Shank with EVA 
Midsole 

Electrical Hazard Rated 



CA9528 _ 

Men's Carolina Brown 8" EH 
Waterproof 800g Insulated 
Composite Toe Grizzly Boot 


CA8533_ 

Men's Carolina Dark Brown 10" EH 
WP Int MetGuard Aluminum Toe 
Wellington 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Crazy Horse Leather Upper 
Non Metallic Internal MetGuard 
Waterproof Scubaliner 
Removable AG7 Polyurethane Footbed 
Mesh Liner 

Electrical Hazard Rated 
Non Metallic Shank 



CA9559 _ 

Men's Carolina Brown 6" ESD 
Aluminum Toe Work Boot 


CA931_ 

Men's Carolina Brown 10" EH 
Waterproof Steel Toe Made in the 
USA Logger Boot 



E: 8-12, 13, 14 

Gaucho Crazy Horse Leather Upper 
Waterproof Scubaliner 
Removable Polyurethane Footbed 
Kevlar 7 Layer Cut Resistant 
Heavy Duty Steel Shank 
Electrical Hazard Rated 
Cambrelle Lining 



CA9582_ 

Men's Carolina Brown 8" EH 
Waterproof Composite Toe Internal 
Metguard Boot 







E: 8-12, 13, 14 
EEE: 8-12, 13, 14 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 




Khartoum Cigar Leather Upper 
Taibrelle Lined 
Electrical Hazard Rated 
Waterproof Scubaliner 
Removable AG7 Polyurethane Footbed 
Heavy Duty Steel Linesman Shank 
Rubber Lug Outsole 


Dark Brown Gaucho Crazy Horse 
Leather Upper 

Removable AG7 Polyurethane Footbed 

Cement Construction 

Non Metallic Shank and Non Metallic 

Hardware 

Electro Static Dissipative 


Kharthoum Cigar Leather Upper 
Polyurethane Internal MetGuard 
Mesh Lining with Removable Memory 
Foam Footbed 
Waterproof Scubaliner 
Internal Polyurethane Midsole 
Electrical Hazard Rated 


CT 

TOE 


EH 




AL SD 


CT EH MG 

TOE I HAZARD I GUARD 
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Carolina 


CA9585 _ 

Men's Carolina Brown 8" EH 
Waterproof D30 Internal MetGuard 
Composite Toe Work Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Centurian Sedona Leather Upper 
Mesh Lining 

Winged D30 Internal MetGuard 
Waterproof Scubaliner 
Electrical Hazard Rated 
Removable Kiltie 

Removable Polyurethane Footbed 



CA9823 _ 

Men's Carolina Black 8" EH 
Waterproof Steel Toe Logger 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Full Grain Leather Upper 

Waterproof Scubaliner 

Taibrelle Lined 

Electrical Hazard Rated 

Steel Shank 

Welt Construction 

One Piece Rubber Lug Outsole 



CA9599_ 

Men's Carolina Brown 6" EH 
Internal MetGuard Steel Toe Boot 




D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Dark Brown Nubuck Leather Upper 

Taibrelle Lined 

Internal Rubber MetGuard 

Removable AG7 Polyurethane Footbed 

Electrical Hazard Rated 

Welt Construction 

Steel Shank 


ELECTRICAL I METATARSAL I STEEL 

EH MG ST 


CA9824 

Men's Carolina Copper 8” EH 
Waterproof Lace to Toe Steel Toe 
Logger 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Copper Crazy Horse Leather Upper 

Waterproof Scubaliner 

Taibrelle Lined 

Electrical Hazard Rated 

Triple Rib Steel Shank 

Welt Construction 

Removable Kiltie 



CA9821 

Men's Carolina Brown 8" EH 
Waterproof Steel Toe Logger 



4E: 7.5-12, 13, 14 
D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Copper Crazy Horse Leather Upper 
Waterproof Scubaliner 
Taibrelle Lined 
Triple-Rib Steel Shank 
Electrical Hazard Rated 
Welt Construction 



LT651_ 

Men's Carolina Wheat 6" Lytning 
EH Waterproof Carbon Composite 
Toe Work Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Wheat Nubuck Leather Upper 
Mesh Lining 
Waterproof Scubaliner 
Electrical Hazard Rated 
Removable Blown EVA Footbed 
Non Metallic Shank 
Cement Construction 
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CAT 


P89135 _ 

Men's CAT Black 6" Second Shift 
EH Steel Toe Work Boot 


P89785 _ 

Men's CAT Dark Brown 8" Salvo EH 
Waterproof Insulated Steel Toe 
Boot 


P89817 

Men's CAT Brown 6" Second Shift 
EH Steel Toe Work Boot 



M: 7-12, 13, 14 
W: 7-12, 13 

Full Grain Leather Upper 
Nylon Mesh Lining 
Removable PU Sock Liner 
Steel Shank 
Electrical Hazard Rated 
Goodyear Welt Construction 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


P89940 _ 

Men's CAT Dark Beige 6" 
Diagnostic Hi EH Waterproof 
Insulated Steel Toe Boot 


M: 7-12, 13, 14 
W: 7-12, 13 

Waterproof Leather Upper 

Nylon Mesh Lining 

Nylex Sock Liner 

Steel Shank 

Electrical Hazard Rated 

Insulated with 200 Grams of Patented 

Thermal Technology 



P89955 _ 

Men's CAT Black EH Argon 
Composite Toe Work Shoe 


M: 7-12, 13, 14 
W: 7-12, 13 

Full Grain Leather Upper 
Nylon Mesh Lining 
Removable PU Sock Liner 
Steel Shank 
Electrical Hazard Rated 
Goodyear Welt Construction 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


P89957 _ 

Men's CAT Brown Argon EH 
Composite Toe Work Shoe 



M: 7-12, 13, 14 
W: 7-12, 13 

Waterproof Leather Upper 

Nylon Mesh Lining 

Removable Perforated EVA Insert 

Gel Technology 

Electrical Hazard Rated 

Insulated with 200 Grams of Patented 

Thermal Technology 


M: 7-12, 13 
W: 7-12, 13 

Rugged Leather Upper 
Nylon Mesh Lining 
Removable EVA Sock Liner 
Composite Safety Toe 
Electrical Hazard Rated 
Strobel plus Cement Construction 



M: 7-12, 13 
W: 7-12, 13 

Rugged Leather Upper 
Nylon Mesh Lining 
Removable EVA Sock Liner 
Nylon Shank 
Electrical Hazard Rated 
Strobel plus Cement Construction 



CT EH 


CT EH 
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CAT 


P89981 _ 

Men's CAT Black 6" Manifold EH 
Waterproof Steel Toe Work Shoe 


P90090 _ 

Men's CAT Black 6" Argon Hi EH 
Waterproof Composite Toe Boot 


P90285 _ 

Men's CAT Charcoal Black 
Streamline EH Composite Toe Work 
Running Shoe 




M: 6-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 



M: 7-12, 13, 14 
W: 7-12, 13 




Tumbled Full Grain Leather Upper 

Nylon Mesh Lining 

Removable EVA Sock Liner 

Steel Shank 

Electrical Hazard Rated 

T900 Rubber Outsole is Slip Oil and 

Heat Resistant 


Waterproof Full Grain or Pull Up 

Leather Upper 

Nylon Mesh Lining 

Molded EVA Midsole 

Dual Density EVA Footbed 

Electrical Hazard Rated 

Strobel and Cement Construction 


Nylon Mesh with Direct Inject PU 
Upper 

Nylon Mesh Lining 
Nylex and Molded EVA Sock Liner 
Dual Density EVA Sockliner 
Strobel plus Cement Construction 


ELECTRICAL 

STEEL 

WATER 

EH 

ST 

A 

HAZARD 

TOE 

PROOF 


COMPOSITE 

CT 


ELECTRICAL 

EH 


CT EH 


P90388 P90444 P90478 

Women's CAT Brown 6" Freedom EH Women's CAT Honey 6" Dryverse EH Men's CAT Brown 6" Inherit SD 
Steel Toe Pull On Boot Waterproof Steel Toe Work Boot Steel Toe Pull On Boot 



M: 5-10, 11 
W: 5-10 

Full Grain Leather Upper 

Nylon Mesh Lining 

Nylex and PU Foam Sock Liner 

Electrical Hazard Rated 

PVC Midsole 

SRX Technology 

Outsole is Slip Resistant 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 



M: 5-10 
W: 5-10 

Waterproof Full Grain Leather or 

Nubuck Upper 

Nylon Mesh Lining 

Nylex and PU Foam Sock Liner 

Cement Construction 

Electrical Hazard Rated 

Designed for Heavy Industrial Use 


M: 7-12, 13, 14 
W: 7-12, 13 

Full Grain Leather Upper 

Nylon Mesh Lining 

Dual Density EVA Sock Liner 

Cement Construction 

Static Dissipative Rated 

Cement Construction 

Back Pull Tabs for Easy On and Off 



SD I ST 

DISSIPATIVE I JOE 
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CAT 


P90561 _ 

Men's CAT Clay 6" Jointer EH 
Waterproof Composite Toe Pull On 
Boot 


%.! 

M: 7-11, 12, 13, 14 
W: 7-12, 13 

Waterproof Full Grain Leather Upper 
Nylon Mesh Lining 
Nylex Sock Liner 

Strobel Construction for Flexibility 
Electrical Hazard Rated 
PU Footbed and Poured PU Midsole 
Nylon Shank 



P90715 

Men's CAT Dark Beige Parker ESD 
Steel Toe Work Boot 


P90565 _ 

Women's CAT Frost Grey 8" Echo EH 
Waterproof Steel Toe Boot 



M: 5-10, 11 
W: 5-10, 11 

Waterproof Nubuck Leather Upper 
Nylon Mesh Lining 
Nylex Sock Liner 

Proprietary iTechnology Construction 

Electrical Hazard Rated 

PU Foam Footbed and PVC Midsole 



P90782 

Women's CAT Black Ellie EH Steel 
Toe Boot 


P90614 

Men's CAT Clay Navigator EH 
Waterproof Steel Toe Work Boot 



M: 7-12, 13, 14 
W: 7-12, 13 

Waterproof Full Grain Leather Upper 

Nylon Mesh Lining 

Nylex Sock Liner 

Cement Construction 

Electrical Hazard Rated 

Molded EVA Midsole 

Nylon Shank 



P90783_ 

Women's CAT Dark Beige Ellie EH 
Steel Toe Boot 




M: 7-12, 13, 14 
W: 7-12, 13 

Full Grain Leather or Nubuck Upper 

Nylon Mesh Lining 

Nylex Sock Liner 

Cement Construction 

Static Dissipative Rated 

Dual Density EASE Footbed with 

Microfiber 


M: 5-10, 11 
W: 5-10 

Full Grain Leather Upper 
Nylon Mesh Lining 
Nylon Mesh Sock Liner 
Cement Construction 
Electrical Hazard Rated 
EASE Molded EVA Midsole 
T1230 Outsole is Slip Resistant 


M: 5-10, 11 
W: 5-10 

Full Grain Leather Upper 
Nylon Mesh Lining 
Nylon Mesh Sock Liner 
Cement Construction 
Electrical Hazard Rated 
EASE Molded EVA Midsole 
T1230 Outsole is Slip Resistant 


SDIST 

DISSIPATIVE I JOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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CAT 


P90838 _ 

Men's CAT Brown Streamline EH 
Composite Toe Oxford 



M: 7-12, 13, 14 
W: 7-12, 13 

Full Grain Leather Upper 

Nylon Mesh Lining 

Open Cell PU Foam Sockliner 

Non Metallic 

Electrical Hazard Rated 

Ergolite Technology 

SRX Rubber Outsole is Slip Resistant 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


P91141 

Men's CAT Black 6" Stormer EH 
Waterproof Steel Toe Work Boot 



M: 4, 5, 6, 7, 8, 9, 10, 11, 12, 13, 14 

Waterproof Vulcanized Rubber Upper 

Soft Neoprene Lining 

Flexible Ergonomic Outsole Moves 

with Foot 

Non Metallic 

Electrical Hazard Rated 

EASE Molded EVA Midsole 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 


P90935_ 

Men's CAT Brown 6" Threshold EH 
Waterproof Steel Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Full Grain Leather Waterproof Upper 

Seam Sealed Waterproof 

ERGO Technology 

Abrasion Resistant Uppers 

Electrical Hazard Rated 

Cement Construction 

Back Pull Tabs for Easy On and Off 



P91143 

Men's CAT Yellow and Black 6” 
Stormer EH Waterproof Steel Toe 
Work Boot 



M: 4, 5, 6, 7, 8, 9, 10, 11, 12, 13, 14 

Waterproof Vulcanized Rubber Upper 

Soft Neoprene Lining 

Flexible Ergonomic Outsole Moves 

with Foot 

Non Metallic 

Electrical Hazard Rated 

EASE Molded EVA Midsole 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 


P90936_ 

Men's CAT Black 6" Threshold EH 
Waterproof Steel Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Full Grain Leather Waterproof Upper 

Seam Sealed Waterproof 

ERGO Technology 

Abrasion Resistant Uppers 

Electrical Hazard Rated 

Cement Construction 

Back Pull Tabs for Easy On and Off 



P91146 

Men's CAT Black 11" Stormer EH 
Waterproof Steel Toe Work Boot 



M: 4, 5, 6, 7, 8, 9, 10, 11, 12, 13, 14 
15 

Waterproof Vulcanized Rubber Upper 

Soft Neoprene Lining 

Flexible Ergonomic Outsole Moves 

with Foot 

Non Metallic 

Electrical Hazard Rated 

EASE Molded EVA Midsole 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 


WATER 


WATER 


WATER 

































P91152 


CAT 


P91146 

Men's CAT Black 11" Stormer EH 
Waterproof Steel Toe Work Boot 



M: 4, 5, 6, 7, 8, 9, 10, 11, 12, 13, 14 
15 

Waterproof Vulcanized Rubber Upper 

Soft Neoprene Lining 

Flexible Ergonomic Outsole Moves 

with Foot 

Non Metallic 

Electrical Hazard Rated 

EASE Molded EVA Midsole 



Men's CAT Yellow and Black 11" 
Stormer EH Waterproof Steel Toe 
Work Boot 



M: 4, 5, 6, 7, 8, 9, 10, 11, 12, 13, 14 

Waterproof Vulcanized Rubber Upper 

Soft Neoprene Lining 

Flexible Ergonomic Outsole Moves 

with Foot 

Non Metallic 

Electrical Hazard Rated 

EASE Molded EVA Midsole 
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Chippewa 


20081 _ 

Men's Chippewa Brown 6" Tommen 
EH USA Handcrafted Steel Toe 
Logger Boot 


20066 _ 

Men's Chippewa Brown 6" Ellison 
EH USA Handcrafted Steel Toe Boot 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Chocolate Apache Leather Upper 
Drill Vamp Lining 
5 Iron Texon Insole 
Fiberglass Shank 
Electrical Hazard Rated 
Goodyear Leather Welt Construction 
4 Iron Real Flex Midsole 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



B: 7-12, 13, 14 
D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Chocolate Apache Leather Upper 
Drill Vamp Lining 
5 Iron Texon Insole 
Tripled Ribbed Steel Shank 
Electrical Hazard Rated 
Goodyear Leather Welt Construction 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



25410 

Men's Chippewa Black 9" Bay 
Apache EH Waterproof Insulated 
USA Made Steel Toe Super Logger 



E: 6-11,12, 13, 14 
EEE: 6-12, 13, 14 

Black Oiled Waterproof Leather Upper 
Ruby Dri-lex 2000 Lining with 
Chip-A-Tex Waterproof Bootie 
Antique Brass Non Tarnishable 
Hardware 

Tripled Ribbed Steel Shank 
Electrical Hazard Rated 


55051_ 

Men's Chippewa Chocolate 8” EH 
Waterproof Composite Toe Logger 



M: 6-12, 13, 14 
XW: 8-11, 12, 13, 14 

Chocolate Oiled Leather Upper 

High Abrasion Nylon Lining with 

Chip-A-Tex Waterproof Bootie 

Non Tarnishable Hooks and Eyelets 

Steel Shank 

Electrical Hazard Rated 

Goodyear PVC Storm Welt Construction 




25405_ 

Men's Chippewa Brown 9" Bay 
Apache EH Waterproof Insulated 
USA Made Steel Toe Super Logger 



E: 6-12, 13, 14 
EEE: 6-12, 13, 14 

Bay Apache Waterproof Leather Upper 
Ruby Dri-lex 2000 Lining with 
Chip-A-Tex Waterproof Bootie 
Antique Brass Non Tarnishable 
Hardware 

Tripled Ribbed Steel Shank 
Electrical Hazard Rated 



55161 _ 

Men's Chippewa Brown 6" Bay 
Apache Utility EH Waterproof 
Composite Toe Boot 



M: 6-12, 13, 14 
XW: 6-12, 13, 14 

Bay Apache Waterproof Leather Upper 

Dri Lex Aerospacer Lining 

Antique Brass Non Tarnishable 

Hardware 

Fiberglass Shank 

Electrical Hazard Rated 

Seam Sealed Waterproofing 
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Chippewa 


73060 _ 

Men's Chippewa Briar 8" EH 
Waterproof Insulated Steel Toe 
Logger 



M: 6-12, 13, 14 
W: 6.5-12, 13, 14 
XW: 6.5-12, 13, 14 

Briar Oiled Waterproof Leather Upper 

Briar Oiled Waterproof Leather Upper 

Antique Brass Non Tarnishable 

Hardware 

Steel Shank 

Electrical Hazard Rated 



L26341 

Women's Chippewa Brown 8" Bay 
Apache EH Waterproof Insulated 
Steel Toe Logger Boot 


L73050_ 

Women's Chippewa Black 8" Oiled 
EH Waterproof Insulated Steel Toe 
Logger 




M: 6-10, 11 
W: 6-10, 11 

Bay Apache Waterproof Leather Upper 

Maple Taibrelle Lining with 

Chip-A-Tex Waterproof Bootie 

Goodyear Welt Construction 

Steel Shank 

Electrical Hazard Rated 

Texon Insole 


M: 6-11 
W: 6-11 

Oiled Waterproof Leather Upper 
Brushed Ruby Nylex Lining with 
Chip-A-Tex Waterproof Bootie 
Goodyear Welt Construction 
Steel Shank 
Electrical Hazard Rated 
Texon Insole 


ELECTRICAL 

EH 


m 

INSULATED 


ST 
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Danner 


12435 

Men's Danner Brown 6" Crafter EH 
Waterproof Composite Toe Boot 


12439 

Men's Danner Brown 8" Crafter EH 
Waterproof Composite Toe Boot 


13243 

Men's Danner Brown 8" Trakwelt EH 
Waterproof Composite Toe Boot 






D: 7-12, 13, 14, 15, 16 


D: 8-12, 13, 14 


D: 8-12, 13, 14 


EE: 8-12, 13, 14, 15 


EE: 9-12, 13 


EE: 9-12, 13 




Nubuck Oiled Leather Upper 
Waterproof Danner Dry Liner 
Nylon Shank 
Electrical Hazard Rated 
Danner Comfort System 
90 Degree Heel 


Nubuck Oiled Leather Upper 
Waterproof Danner Dry Liner 
Nylon Shank 
Electrical Hazard Rated 
Danner Comfort System 
90 Degree Heel 


Nubuck Leather Upper 
Waterproof Danner Dry Liner 
Nylon Shank 
Electrical Hazard Rated 
Abrasion Resistant Toe Cap 
PU Midsole 

90 Degree Heel for Greater Safety 



13876_ 

Men's Danner Black 5" Vicious EH 
Waterproof Composite Toe Work 
Boot 



14230 

Men's Danner Brown 8" Gritstone 
EH Waterproof Insulated Composite 
Toe Boot 



16283_ 

Men's Danner Brown 6" Workman EH 
Waterproof Alloy Toe Work Boot 




D: 7-12, 13, 14, 15, 16 
EE: 7-12, 13, 14, 15 


D: 7-12, 13, 14, 15 
EE: 8-12, 13, 14 


D: 7-12, 13, 14, 15 
EE: 8-12, 13, 14 




Full Grain Leather Upper 
Waterproof and Breathable Gore-Tex 
Liner 

Nylon Shank 
Electrical Hazard Rated 
Speed Lace Fastening System for 
Secure Fit 


Full Grain Leather Upper 
Waterproof Danner Dry Liner 
Bi Fit Board 

Electrical Hazard Rated 
400G Thinsulate Ultra Insulation 
Triple Stitched with Stitch Down 
Construction 


Full Grain Oiled Leather Upper 
Waterproof and Breathable Gore-Tex 
Liner 

Bi Fit Board 

Electrical Hazard Rated 
Removable Ortholite Footbed 
Vibram SPE Midsole 



CT EH 


































Danner 


17602 

Men's Danner Brown 5" EH Non 
Metallic Safety Toe Cap 
Waterproof Work Boot 



D: 7-12, 13, 14 
EE: 8-12, 13 

Full Grain Leather Upper 
Waterproof and Breathable Gore-Tex 
Liner 

TPU shank 

Electrical Hazard Rated 
Terra Force X Platform with 
Lightweight Traction 


43003_ 

Men's Danner Black 8" Striker 
Torrent Waterproof Soft Toe Boot 


D: 6-12, 13, 14, 15, 16 
EE: 6-12, 13, 14, 15, 16 

Full Grain Leather Upper 
Waterproof and Breathable Gore-Tex 
Lining 

Nylon Shank 

Removable Cushioning Polyurethane 
Footbed 




COMPOSITE 

CT 


ELECTRICAL 

EH 
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Double H 


2282 


2655 


Men's Double-H Sahara Oiltan 12" 
AG7 Work Western Steel Toe Boot 



B: 9-12, 13 
D: 6.5-12, 13 
EE: 7-12, 13 
EEE: 8.5-12 

Full Grain Oiltan Leather Upper 
Leather Lining 

Removable DRYZ Footbed Insole 
AG7 Outsole 
1 5/8 inch Heel Height 


Men's Double-H Brown 10" Domestic 
USA Made Steel Toe Wellington 



A: 10-12 

B: 6.5-11, 12, 13, 14 
C:8.5-11 

D: 4-12, 13, 14, 15, 16 
E: 7-12, 13 
EE: 6-12, 13, 14, 15 
EEE: 6.5-12, 13, 14, 15 

Dark Velva Leather Upper 


ST 


TOE 




DH3567 


DH5124 


Men's Double-H Oak Brown 11" 
Domestic EH USA Made Square Steel 
Toe ICE Roper 


Men's Double-H Buff Tan 11" 
Jeyden Waterproof Wide Square 
Composite Toe ICE Roper 



D: 7-12,13 
EE: 7-12, 13 


D: 7.5-12, 13, 14 
EE: 7.5-12, 13, 14 


Full Grain Oiltan Leather Upper 
Oak ICE Outsole 
Cushioned Insole 
Made in the USA 
1 1/4 inch Heel Height 


Buff Tan Crazyhorse Leather Upper 

CK Mesh Lining 

Waterproof Membrane 

PU Footbed 

1 3/4 Inch Heel Height 

Double Tuff PU Insert 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 




DH2411 

Women's Double-H Brown 11" EH Non 
Metallic ICE Wide Square 
Composite Toe Roper 



M: 6-10 

Yellow Cap Chestnut Leather 
Wide Square Toe 
Non Metallic 
Electrical Hazard Rated 
Plastic Storm Welt 
Double Tuff PU Insert 
Rubber Midsole 

ICE Unit Bottom with EVA Wedge 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


DH5130 

Men's Double-H Dark Beige - Black 
12" EH Non Metallic Workflex Wide 
Square Comp Toe ICE Roper 



D: 7.5-12, 13, 14 
EE: 7.5-12, 13, 14 

Sudan Dark Beige Leather Foot with 
Soft Black Leather Shaft 
CK Mesh Leather Lining 
Non Metallic with Composite Toe 
Electrical Hazard Rated 
Plastic Storm Welt 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 
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Double H 


DH5133 

Men's Double-H Tumbled Briar 12" 
Workflex EH Non Metallic Safety 
Toe Roper 



D: 7.5-12, 13, 14 
EE: 7.5-12, 13, 14 

Tumbled Briar Leather 
CK Mesh Leather Lining 
Non Metallic 
Electrical Hazard Rated 
Plastic Storm Welt 
Double Tuff PU Insert 
Molded EVA Midsole 


DH5305_ 

Men's Double-H Bison 11" Domestic 
Wide Square Steel Toe USA Made 
ICE Roper 



B: 9-12, 13, 14, 15 
D: 8-12, 13, 14 
EE: 8-12, 13 

Briar Bison and Echo Taupe Full 

Grain Leather 

Leather Lining 

Perfed Saddle Vamp 

Made in the USA 

Frelonic Insert 


DH5400 

Men's Double-H Brown 13" Domestic 
Wide Square Steel Toe USA Made 
ICE Roper 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Peanut Bison and Mont Blanc Leather 
Leather Lining 
Perfed Saddle Vamp 
Made in the USA 
1 9/16 Inch Heel Height 
PermaFresh Cushioned Insole 
Steel Safety Toe 


CT EH 
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Dr Martens 


2295W1661 

Men's Dr Martens Black EH Rigger 
Steel Toe Wellington Boot 



R: 4, 5, 6,7, 8, 9, 10, 11, 12, 13, 14 

Water Resistant Tumbled Leather 
Uppers 

Welted Construction 
EVA Footbed 
Electrical Hazard Rated 
Padded Ankle Support 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


R12231002 

Men's Dr Martens Black 6" EH 
Industrial Bear 7 Eye Steel Toe 
Boot 



R: 7, 8, 9, 10, 11,12, 13, 14 

Oiled Full Grain Leather Upper 
Heel Loop 

Electrical Hazard Rated 

Cosmo Cambrelle Moisture Wicking 

Lining 

Agion Treated Anti Bacterial 
SmarkMask insole 


ELECTRICAL STEEL 

EH ST 

HAZARD TOE 


24611001 

Men's Dr Martens Black Connection 
and Tec Tuff Marvel Rawston 6" SD 
Steel Toe Hiker 



R: 4, 5, 6,7, 8, 9, 10, 11, 12, 13, 14 

Industrial Full Grain Oiled Leather 
Upper 

Moisture Wicking Antimicrobial 
Breathable Lining 
Padded Collar and Tongue 
Static Dissipative Rated 
Durable Welt Construction 


STATIC 

SD 

DISSIPATIVE 


R12721001 

Men's Dr Martens Black 6” 
Ironbridge EH Safety Toe Boot 



R: 4, 5, 6, 7, 8, 9, 10, 11, 12, 13, 14 

Oiled Tumbled Water Resistant 
Leather Upper 

Cosmo Cambrelle Moisture Wicking 
Lining 

8 Tie Lace to Toe Boot 
Padded Tongue 
Electrical Hazard Rated 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 


24612207 

Men's Dr Martens Gaucho and Black 
Tec Tuff Marvel Rawston 6" SD 
Steel Toe Hiker 



R: 4, 5, 6,7, 8, 9, 10, 11, 12, 13, 14 

Industrial Full Grain Oiled Leather 
Upper 

Moisture Wicking Antimicrobial 
Breathable Lining 
Padded Collar and Tongue 
Static Dissipative Rated 
Durable Welt Construction 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


R12721200 

Men's Dr Martens Teak 6” 
Ironbridge EH Safety Toe Boot 



R: 4, 5, 6, 7, 8, 9, 10, 11, 12, 13, 14 

Oiled Tumbled Water Resistant 
Leather Upper 

Cosmo Cambrelle Moisture Wicking 
Lining 

Ballistic Mesh Padded Collar 
Electrical Hazard Rated 
Padded Tongue 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 
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Dr Martens 


R12728200 

Men's Dr Martens Teak Gunby EH 
Water Resistant Steel Toe 6 
Eyelet Lace to Toe Shoe 


R14403001 

Men's Dr Martens Black 6" 
Ironbridge EH Internal Met Guard 
Steel Toe Boot 


R14403201 

Men's Dr Martens Brown 6" 
Ironbridge EH Internal Met Guard 
Steel Toe Boot 


ft ft §k ft 


R: 4, 5, 6, 7, 8,9, 10, 11, 12, 13, 14 

Water Resistant Leather Upper 
Cosmo Cambrelle Moisture Wicking 
Lining 

Padded Collar 
Electrical Hazard Rated 
Padded Tongue 
Agion Treated Anti Bacterial 
SmarkMask insole 


R: 7, 8, 9, 10, 11, 12, 13, 14 

Water Resistant Tumbled Leather 
Uppers 

Moisture Wicking Lining 
Anti Bacterial Smartmask 
Electrical Hazard Rated 
Internal Metatarsal Guard 
Welted Construction 
D30 Technology 


R: 7, 8, 9, 10, 11, 12, 13, 14 

Water Resistant Tumbled Leather 
Uppers 

Moisture Wicking Lining 
Anti Bacterial Smartmask 
Electrical Hazard Rated 
Internal Metatarsal Guard 
Welted Construction 
D30 Technology 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


R16257001 

Men's Dr Martens Black 6" Winch 
EH 7 Eye Lace Up Steel Toe Work 
Boot 


R16258201 

Men's Dr Martens Brown 6" Winch 
EH 7 Eye Lace Up Steel Toe Work 
Boot 


R16799001 

Men's Dr Martens Black Bolt EH 4 
Eye Lace Up Steel Toe Shoe 



t LI 



R: 7, 8, 9, 10, 11, 12, 13, 14 

Oiled Milled Leather Upper 
Padded Collar and Tongue and a 
Leather Pull Loop 
Moisture Wicking Lining 
Electrical Hazard Rated 
Removable EVA Comfort Insole 
Cement Construction 
PVC Outsole is Slip Resistant 


R: 7, 8, 9, 10, 11, 12, 13, 14 

Oiled Milled Leather Upper 
Padded Collar and Tongue and a 
Leather Pull Loop 
Moisture Wicking Lining 
Electrical Hazard Rated 
Removable EVA Comfort Insole 
Cement Construction 
PVC Outsole is Slip Resistant 


R: 7, 8, 9, 10, 11, 12, 13, 14 

Full Grain Leather Upper 
Moisture Wicking Lining 
Removable EVA Comfort Insole 
Electrical Hazard Rated 
Cement Construction 
Steel Toe 

PVC Outsole is Slip Resistant 



ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Dr Martens 


R16800201 

Men's Dr Martens Brown Bolt EH 4 
Eye Lace Up Steel Toe Shoe 


1^ I 

R: 7, 8, 9, 10, 11,12, 13, 14 

Full Grain Leather Upper 
Moisture Wicking Lining 
Removable EVA Comfort Insole 
Electrical Hazard Rated 
Cement Construction 
Steel Toe 

PVC Outsole is Slip Resistant 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


R16942001 

Men's Dr Martens Black Rivet EH 
Pull On Chukka Steel Toe Boot 


R16801001 

Men's Dr Martens Black 6" Winch 
EH 7 Eye Lace Up Steel Toe Extra 
Wide Work Boot 


ki 

W: 9, 10, 11, 12, 13, 14 

Oiled Milled Leather Upper 
Padded Collar and Tongue and a 
Leather Pull Loop 
Moisture Wicking Lining 
Electrical Hazard Rated 
Removable EVA Comfort Insole 
Cement Construction 
PVC Outsole is Slip Resistant 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


R21100001 

Men's Dr Martens Black Linnet SD 
Composite Toe Work Shoe 


R16941200 

Men's Dr Martens Teak Rivet EH 
Pull On Chukka Steel Toe Boot 


41 

R: 7, 8, 9, 10, 11, 12, 13, 14 

Tumbled Leather Uppers 
Moisture Wicking Lining 
Low Cut Pull On Style 
Electrical Hazard Rated 
Removeable EVA Comfort Insole 
Cement Construction 
Flexible PVC Outsole is Slip 
Resistant 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


R21408001 

Men's Dr Martens Black 6” Deluge 
EH Waterproof Composite Toe Hiker 
Boot 


I I Im I 


R: 7, 8, 9, 10, 11, 12, 13, 14 

Tumbled Leather Uppers 
Moisture Wicking Lining 
Low Cut Pull On Style 
Electrical Hazard Rated 
Removeable EVA Comfort Insole 
Cement Construction 
Flexible PVC Outsole is Slip 
Resistant 


R: 4, 5, 6, 7, 8,9, 10, 11, 12, 13, 14 

Full Grain Leather Uppers 
Flexible Cushioning EVA Midsole 
Non Metallic 
Static Dissipative Rated 
Low Cut 

Removable Anti-Static Smart Foam 
Molded Footbed with Antimicrobial 
Treatment 


R: 7, 8, 9, 10, 11, 12, 13, 14 
Leather Upper 

BreatheRight Moisture Wicking Lining 
Cement Construction 
Electrical Hazard Rated 
Removeable Smart Foam Footbed 
Rubber Safety Toe Cap 
Cushioning PU Midsole 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 



































47 


Dr Martens 


R21627001 

Men's Dr Martens Black 6" 7B10 EH 
7 Eye Soft Toe Boot 



R: 4, 5, 6,7, 8, 9, 10, 11, 12, 13, 14 

Full Grain Leather Upper 
Breathable 

Heat Sealed and Welted 
Electrical Hazard Rated 
Soft Toe 

Removable Ergonomic and 
Antimicrobial SoftWair Footbed 
High Cut and Rugged 


SOFT 

s 

TOE 


R23114020 

Women's Dr Martens Grey 6” Maple 
EH 7 Eye Steel Toe Work Boot 


R21643200 

Men's Dr Martens Brown 6" 7B10 EH 
7 Eye Soft Toe Boot 



R: 4, 5, 6,7, 8, 9, 10, 11, 12, 13, 14 

Full Grain Leather Upper 
Breathable 

Heat Sealed and Welted 
Electrical Hazard Rated 
Soft Toe 

Removable Ergonomic and 
Antimicrobial SoftWair Footbed 
High Cut and Rugged 


SOFT 

s 

TOE 


R23387201 

Men's Dr Martens Brown Plenum EH 
Waterproof 6 Tie Steel Toe Hiker 


R23113020 

Women's Dr Martens Grey 6" Arbor 
EH Chelsea Steel Toe Work Boot 


R: 5, 6, 7,8, 9, 10, 11 

Soft Work Grade Leather Upper 
SoftWair Sockliner 
Heat Sealed and Welted 
Electrical Hazard Rated 
Breathable 

Raised Grid Pattern Promotes 
Underfoot Airflow 


R23388001_ 

Men's Dr Martens Black Plenum EH 
Waterproof 6 Tie Steel Toe Hiker 




EH 



R: 5, 6, 7, 8, 9, 10, 11 

Soft Work Grade Leather Upper 
SoftWair Sockliner 
Heat Sealed and Welted 
Electrical Hazard Rated 
Breathable 

Raised Grid Pattern Promotes 
Underfoot Airflow 



R: 4, 5, 6, 7, 8,9, 10, 11, 12, 13, 14 

Republic Waterproof Leather Upper 

Waterproof Construction 

Padded Collar 

Electrical Hazard Rated 

Internal Steel Toe Cap 

6 Tie Boot with Two Tunnel Hooks for 

Secure Fit 

Comfort First Hiker Style 



R: 4, 5, 6, 7, 8,9, 10, 11, 12, 13, 14 

Republic Waterproof Leather Upper 

Waterproof Construction 

Padded Collar 

Electrical Hazard Rated 

Internal Steel Toe Cap 

6 Tie Boot with Two Tunnel Hooks for 

Secure Fit 

Comfort First Hiker Style 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 



































Dr Martens 


R24334001 

Men's Dr Martens Black 6" Britton 
EH 7 Tie Steel Toe Work Boot 


R: 7, 8, 9, 10, 11, 12, 13, 14 

Republic Leather Uppers 

SoftWair II Sock Liner 

Heat Sealed and Welted 

Electrical Hazard Rated 

EVA Rear Foot and PU Forefront Core 

Enhanced Underfoot Comfort 

Anatomically Correct Support and 

Memory Foam Cushioning 


R24335201 

Men's Dr Martens Brown 6" Britton 
EH 7 Tie Steel Toe Work Boot 



R: 7, 8, 9, 10, 11, 12, 13, 14 

Republic Leather Uppers 

SoftWair II Sock Liner 

Heat Sealed and Welted 

Electrical Hazard Rated 

EVA Rear Foot and PU Forefront Core 

Enhanced Underfoot Comfort 

Anatomically Correct Support and 

Memory Foam Cushioning 




ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 
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Dunlop - PVC Rubber 


86010_ 

Men's Dunlop Black 4" WP Premium 
Overshoe and Overboot Protection 


86104_ 

Men's Dunlop Black 6" Polyblend 
Chemical Resistant Waterproof USA 
Built Steel Toe Boot 


86776_ 

Men's Dunlop Black 16" Chesapeake 
Waterproof Steel Toe Boot 






L: 10 
M: 8 
S: 6 
XL: 12 
XS: 4 
XXL: 14 

Heavy FLEX-O-THANE PVC Construction 


R:6, 7, 8, 9, 10, 11, 12, 13 

Scientifically Formulated Urethane 
PVC Compound 
Injected Molded Seamless 
Construction 

Cut Off Band for Height Adjustment 
Non Slip Self Cleaning Soles 
Steel Shank 


Ft: 3, 4, 5, 6, 7,8,9, 10, 11, 12, 13 
14 

Lightweight PVC Upper 

Durable Waterproof Protection 

Waterproof 

Made in the USA 

Sloped Comfort Rim 

Dunlop Pull Tab for Easy Donning and 

Doffing 



87012 

Men's Dunlop Green Yellow Sole EH 
Waterproof Steel Toe Boot 



87015 _ 

Men's Dunlop Green 11" Puncture 
Resistant WP Steel Toe Slip On 
Boot 



87981 _ 

Men's Dunlop Gray Orange Sole 6” 
Waterproof USA Made Steel Toe 
Boot 





R: 6, 7, 8, 9, 10, 11,12, 13, 14, 15 
16 

Hazmax PVC Boot Shaft 
Durable Waterproof Protection 
Steel Midsole and Steel Shank 
Electrical Hazard Rated 
CSA Certified 



L: 11 
M: 9 
S: 6 
XL: 13 

100 Percent Waterproof Polyblend 
Compound 

One Piece Injected Molded for Easier 
Decontamination 

Large Kick Off Lug for Easy Removal 



R: 6, 7, 8, 9, 10, 11, 12, 13 

Designed with High Chemical and 
Abrasion Resistance Properties 
Orange Slip Resistant Safety-Loc 
Outsole 

Kick Off Lugs for Easy Removal 
Made in the USA 

Resists Animal Fats Petroleum Oils 
Grease and Chemicals 
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Dunlop - PVC Rubber 


87982 _ 

Men's Dunlop Gray Orange Sole 16" 
Waterproof USA Made Steel Toe 
Boot 


88050 _ 

Men's Dunlop Yellow Black Sole 
17" Slicker Soft Toe Overboot 


88722 

Men's Dunlop Yellow Black Sole EH 
Waterproof Steel Toe Boot 



R: 5, 6, 7,8, 9, 10, 11, 12, 13, 14, 15 

Designed with High Chemical and 
Abrasion Resistance Properties 
Orange Slip Resistant Safety-Loc 
Outsole 

Kick Off Lugs for Easy Removal 
USA Made 

Resists Animal Fats Petroleum Oils 
Grease and Chemicals 


STEEL 


WATER 

▲ 

ST 


W 

PROOF 

TOE 



89086_ 

Men's Dunlop Navy Black Sole 
DuraPro SD Waterproof Steel Toe 
Boot 



R: 7, 8, 9, 10, 11, 12, 13, 14, 15, 16 
PVC Boot Shaft 

Fits Over Most Work Shoes and Boots 
Excellent Cold Weather Flexibility 
FLEXOTHANE Construction Adds 
Durability 

Self Cleaning Cleated Ripple Soles 
PVC Outsole is Oil Resistant 


SOFT 

s 

TOE 


89682_ 

Men's Dunlop Black PolyGoliath SD 
Waterproof Steel Toe Boot 



Ft: 5, 6, 7,8, 9, 10, 11, 12, 13, 14, 15 

PVC Boot Shaft 

Waterproof 

Ankle Protection 

Electrical Hazard Rated 

Designed for Perfect Fit to Optimize 

Comfort 

Extensive Range of Electrical 
Protection 



89908_ 

Men's Dunlop Black Polyflex 3 SD 
Waterproof Steel Toe Boot 




R: 3, 4, 5, 6, 7, 8, 9, 10, 11, 12, 13 
14, 15, 16 

Polyblend Boot Shaft 
DuraPro Energizing Insole 
Ankle Protection 
Static Dissipative Rated 
Waterproof 

Design Offers Perfect Fit for 
Optimizing Comfort 


R: 5, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15 

Polyblend Boot Shaft 
Waterproof 

Energy Absorbing Heel 
Static Dissipative Rated 
Ankle Protection 
Design Offers Perfect Fit for 
Optimizing Comfort 


R: 5, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15 

Polyblend Boot Shaft 
Steel Shank and Standard Insole 
Energy Absorbing Heel 
Static Dissipative Rated 
Waterproof 

Polyblend Compound Offers Superior 
Resistant to Fats Oils and Chemicals 


































Dunlop - PVC 


E262673 

Men's Dunlop Navy White Sole 
Purofort Comfort Grip SD WP 
Insulated Steel Toe Boot 



R: 3, 4, 5,6, 7, 8,9, 10, 11, 12, 13 
14 

Purofort Boot Shaft 

Red Branded Lining 

Cold Insulation Down to Negative 20 

C 

Static Dissipative Rated 
Waterproof 

Energy Absorbing Heel 



E662143 

Men's Dunlop White Blue Sole SD 
WP Ins Purofort Thermo Plus Steel 
Toe 


Rubber 


E462043 

Men's Dunlop Black Purofort 
Professional SD Insulated 
Waterproof Steel Toe Boot 



R: 4, 5, 6,7, 8, 9, 10, 11, 12, 13, 14 
15 

Purofort Boot Shaft 

Red Branded Lining 

Cold Insulation Down to Negative 20 

C 

Static Dissipative Rated 
Waterproof 

Energy Absorbing Heel 



E902033_ 

Men's Dunlop Black Purofort 
Explorer EH Insulated Waterproof 
Steel Toe Boot 


E652033_ 

Men's Dunlop Purofort Thermo Plus 
EH Insulated Waterproof Steel Toe 
Boot 



R:6, 7, 8, 9, 10, 11, 12, 13, 14, 15 

Purofort Boot Shaft 

Red Branded Lining 

Cold Insulation Down to Negative 50 

C 

Electrical Hazard Rated 
Waterproof 

Energy Absorbing Heel 



EA51131 

Men's Dunlop White Blue Sole EH 
WP Ins Purofort FoodPro Steel Toe 



R: 6, 7, 8, 9, 10, 11, 12, 13, 14, 15 

Purofort Boot Shaft 

Red Branded Lining 

Cold Insulation Down to Negative 50 

C 

Electrical Hazard Rated 
Waterproof 

Energy Absorbing Heel 
Dunlop Premium PU Insole 


R: 6, 7, 8, 9, 10, 11, 13, 14, 15 

Purofort Boot Shaft 

Red Branded Lining 

Cold Insulation Down to Negative 50 

C 

Electrical Hazard Rated 
Waterproof 

Energy Absorbing Heel 


R: 3, 4, 5, 6, 7, 8, 9, 10, 11, 12, 13 
14, 15, 16 

Purofort Boot Shaft 

Red Branded Lining 

Cold Insulation Down to Negative 20 

C 

Electrical Hazard Rated 
Waterproof 

Energy Absorbing Heel 


#|SD 


DISSIPATIVE ■ TOE 





































Dunlop - PVC Rubber 


EA51631 

Men's Dunlop Blue EH WP Insulated 
Purofort FoodPro Steel Toe 



R:3, 4, 5, 6, 7,8,9, 10, 11, 12, 13 
14, 15, 16 

Purofort Boot Shaft 

Red Branded Lining 

Cold Insulation Down to Negative 20 

C 

Electrical Hazard Rated 
Waterproof 

Energy Absorbing Heel 



EA51831 

Men's Dunlop Green Brown Sole EH 
WP Ins Purofort FoodPro Steel Toe 



R:3, 4, 5, 6, 7,8,9, 10, 11, 12, 13 
14, 15, 16 

Purofort Boot Shaft 

Red Branded Lining 

Cold Insulation Down to Negative 20 

C 

Electrical Hazard Rated 
Waterproof 

Energy Absorbing Heel 



EC02A33 

Men's Dunlop Black Purofort 
Expander EH Insulated Waterproof 
Steel Toe Boot 



R: 6, 7, 8, 9, 10, 11, 12, 13, 14, 15 
16 

Purofort Boot Shaft 
Red Branded Lining 
Cold Insulation Down to Negative 20 
Degrees C 

Electrical Hazard Rated 
Waterproof 

Energy Absorbing Heel 


EA61231 

Men's Dunlop Yellow Black Sole SD 
WP Ins Purofort FoodPro Steel 
Toe 



R: 3, 4, 5,6, 7, 8,9, 10, 11, 12, 13 
14, 15, 16 

Purofort Boot Shaft 

Black Branded Lining 

Cold Insulation Down to Negative 20 

C 

Static Dissipative Rated 
Waterproof 

Energy Absorbing Heel 
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Florsheim 


FE244 

Women's Florsheim Dark Brown EH 
Internal Metatarsal Composite Toe 
Oxford 


FE2440 

Men's Florsheim Brown EH Internal 
Metatarsal Composite Toe Oxford 


FE665 _ 

Men's Florsheim Brown 6" EH Plain 
Toe Classic Steel Toe Work Boot 





D: 6-12 
EEE: 6-12 

Leather Upper 

Tailex and Cambrelle Lining 

No Exposed Metal on Upper and 

Extreme Flexibility 

Electrical Hazard Rated 

Removable F2A Dual Density 

Polyurethane Cushion Insole Insert 


D: 6-11, 12, 13, 14 
EEE: 6-11, 12, 13, 14 

Leather Upper 

Tailex and Cambrelle Lining 

No Exposed Metal on Upper and 

Extreme Flexibility 

Electrical Hazard Rated 

Removable F2A Dual Density 

Polyurethane Cushion Insole Insert 


C: 9-11, 12, 13, 14 
D: 6-11, 12, 13, 14, 15, 16 
E: 8-12, 13, 14, 15, 16 
EEE: 7-11, 12, 13, 14, 15, 16 

Tumbled Leather Upper 
Drilex Lining 

FlorFlex Welt Construction 
Electrical Hazard Rated 


COMPOSITE ■ ELECTRICAL I METATARSAL 

CT EH MG 


COMPOSITE ■ ELECTRICAL I METATARSAL 

CT EH MG 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


FE675 _ 

Men's Florsheim Black 6” EH Plain 
Toe Classic Steel Toe Work Boot 


FE690 _ 

Men's Florsheim Black 6" EH Quick 
Release Metatarsal Steel Toe Boot 


FE860 _ 

Men's Florsheim Brown 9" EH 
Waterproof Composite Toe Logger 


f 

D: 6-11, 12, 13, 14, 15, 16 
E: 7-12, 13 
EEE: 7-11, 12, 13 

Tumbled Leather Upper 
Drilex Lining 

Poron Memory Foam Footbed 
Electrical Hazard Rated 



ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 





D: 7-11, 12, 13, 14, 15 


D: 6-12, 13, 14 


EEE: 7-11, 12, 13 


EEE: 6-12, 13 



Full Grain Leather Upper 
Tailbrelle Lining 
Electrical Hazard Rated 
No Exposed Metal on Upper 
Removable F2A Dual Density 
Polyurethane Cushion Insole Insert 


Oiled Tumbled Full Grain Leather 
Upper 

Moisture Wicking Nylon Mesh with 
Waterproof Membrane Lining 
Heavy Duty Rubber Logger Lug Bottom 
Outsole 

Electrical Hazard Rated 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 
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Florsheim 


FP825 

Women's Florsheim Black Postal 
Moc Toe Oxford Soft Toe USA Made 



M: 6-12 
W: 6-12 

Soft Full Grain Leather Uppers with 
Pillow Top Tongue and Collar 
Removable Polyurethane Cushion 
Insert 

Athletic Casual Outsole with 
Polyurethane Rebounder Pad and Shock 
Eliminator Heel Cushion 


FS2000_ 

Men's Florsheim Coronis Black SD 
Steel Toe Casual Dress Lace 
Oxford 



D: 7-12, 13, 14 
EEE: 7-12, 13 

Leather Upper 

Micro Fiber Suede Lining 

Removable EVA Cushion Insert Insole 

with Comfort Heel Gel 

Static Dissipative Rated 

No Exposed Metal on Upper 

EVA Cushion Midsole 


FS2005_ 

Men's Florsheim Coronis Black SD 
Steel Toe Casual Slip On Dress 
Shoe 


D: 7-12, 13, 14 
EEE: 7-12, 13 

Leather Upper 

Micro Fiber Suede Lining 

Removable EVA Cushion Insert Insole 

with Comfort Heel Gel 

Static Dissipative Rated 

No Exposed Metal on Upper 

EVA Cushion Midsole 


SOFT 

M$== 

STATIC 

STEEL 

s 


SD 

ST 

TOE 


DISSIPATIVE 

TOE 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


FS2023 

Men's Florshiem Brown Loedin SD 
Steel Toe Wing Tip Lace Up 


D: 8-12, 13, 14 
EEE: 8-12, 13, 14 

Leather Upper 

Fully Padded Nylon Mesh Lining 
Anatomically Designed Gel Pad 
Static Dissipative Rated 
Midsole is Made of Soft EVA Material 


FS2024 

Men's Florshiem Black Loedin SD 
Steel Toe Wing Tip Lace Up 


D: 8-12, 13, 14 
EEE: 8-12, 13, 14 

Leather Upper 

Fully Padded Nylon Mesh Lining 
Anatomically Designed Gel Pad 
Static Dissipative Rated 
Midsole is Made of Soft EVA Material 


FS2030_ 

Men's Florshiem Black Loedin SD 
Steel Toe Twin Gore Pull On Boot 



D: 8-12, 13, 14 
EEE: 8-12, 13, 14 

Leather Upper 

Fully Padded Nylon Mesh Lining 
Anatomically Designed Gel Pad 
Static Dissipative Rated 
Midsole is Made of Soft EVA Material 






SD I ST 

DISSIPATIVE I JOE 


SD I ST 

DISSIPATIVE I JOE 


SD I ST 

DISSIPATIVE I JOE 
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Florsheim 


FS2031 

Men's Florshiem Brown Loedin SD 
Steel Toe Twin Gore Pull On Boot 


FS2326 

Men's Florsheim Crazy Horse Brown 
SD Steel Toe Oxford 


FS240 

Women's Florsheim Dark Brown SD 
Eurocasual Composite Toe Oxford 







D: 8-12, 13, 14 
EEE: 8-12, 13, 14 

Leather Upper 

Fully Padded Nylon Mesh Lining 
Anatomically Designed Gel Pad 
Static Dissipative Rated 
Midsole is Made of Soft EVA Material 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


FS2400 


D: 7-12, 13, 14, 15, 16 
EEE: 7-12, 13, 14, 15 

Suede Leather Upper 
Micro Fiber Suede Lining 
Memory Foam Sewn in Footbed 
Static Dissipative Rated 
Lightweight EVA Cushioned Midsole 
Slip Resistant Rubber Sole 


D: 5-11 
EEE: 5-11 

Leather Upper 

Tailex and Cambrelle Lining 

Extreme Flexibility 

Static Dissipative Rated 

No Exposed Metal on Upper 

Removable F2A Dual Density 

Polyurethane Cushion Insole Insert 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


FS2405 


FS2416 


Men's Florsheim Dark Brown SD Men's Florsheim Dark Brown SD Men's Florsheim Black SD 

Eurocasual Composite Toe Oxford Composite Toe Eurocasual Slip On Composite Toe Eurocasual Oxford 





D: 6-11, 12, 13, 14 
EEE: 6-11, 12, 13, 14 

Leather Upper 

Drilex Lining 

Extreme Flexibility 

Static Dissipative Rated 

No Metal on Upper 

Removable Polyurethane Cushion 

Insert Insole 


D: 6-11, 12, 13, 14 
EEE: 6-11, 12, 13, 14 

Leather Upper 

Drilex Lining 

Extreme Flexibility 

Static Dissipative Rated 

No Metal on Upper 

Removable Polyurethane Cushion 

Insert Insole 


D: 6-11, 12, 13, 14 
EEE: 6-11, 12, 13, 14 

Leather Upper 

Drilex Lining 

Extreme Flexibility 

Static Dissipative Rated 

100 Percent Non Metallic 

Removable Polyurethane Cushion 

Insert Insole 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 
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Florsheim 


FS243 

Women's Florsheim Copper SD Comp 
Toe Canoe Moc Toe Eurocasual 
Oxford 



D: 5-13 
EEE: 5-13 

Full Grain Leather Upper 
Tailex and Cambrelle Lining 
Static Dissipative Rated 
100 Percent Non Metallic 
Removable F2A Dual Density 
Polyurethane Cushion Insert Insole 



FS246 

Women's Florsheim Black SD 
Eurocasual Composite Toe Oxford 



D: 5-12,13 
EEE: 5-12, 13 

Leather Upper 

Tailex and Cambrelle Lining 

Extreme Flexibility 

Static Dissipative Rated 

100 Percent Non Metallic 

Removable F2A Dual Density 

Polyurethane Cushion Insole Insert 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


FS2430 

Men's Florsheim Copper SD Comp 
Toe Canoe Moc Toe Eurocasual 
Oxford 



D: 6-12, 13, 14 
EEE: 6-12, 13, 14 

Full Grain Leather Upper 
Tailex and Cambrelle Lining 
Static Dissipative Rated 
100 Percent Non Metallic 
Removable F2A Dual Density 
Polyurethane Cushion Insert Insole 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


FS2600 _ 

Men's Florsheim Brown SD Dress 
Urban Casual Steel Toe Oxford 



D: 7-12, 13, 14 
EEE: 7-12, 13 

Leather Upper 
Micro Fiber Suede Lining 
Removable EVA Cushion Insert Insole 
with Comfort Heel Gel 
Static Dissipative Rated 


static STEEL 

SD ST 

dissipative TOE 


FS245 

Women's Florsheim Dark Brown SD 
Composite Toe Eurocasual Slip On 



D: 5-11 
EEE: 5-11 

Leather Upper 

Tailex and Cambrelle Lining 

Extreme Flexibility 

Static Dissipative Rated 

No Exposed Metal on Upper 

Removable F2A Dual Density 

Polyurethane Cushion Insole Insert 



FS2700 

Men's Florsheim Brown SD 
Composite Toe Casual Oxford 



D: 6-12, 13, 14 
EEE: 6-12, 13, 14 

Tumbled Leather Upper 
DriMax Super Absorbant Lining 
Direct Attached PU Midsole with TPU 
Outsole 

Static Dissipative Rated 
100 Percent Non Metallic 
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Genuine Grip 


1010 _ 

Men's Genuine Grip Black Jogger 
Slip Resistant Soft Toe Work Shoe 


1011 

Men's Genuine Grip Black EH Water 
Resistant Steel Toe Low Cut 
Jogger 


1015 _ 

Men's Genuine Grip White Jogger 
Slip Resistant Soft Toe Work Shoe 






• 

■ - ' ^ 




-/ 



M: 7-12, 13, 14 

Quality Leather Upper 
Ergonomic Design 

Shock Absorbing Polyurethane Midsole 

Oil and Water Resistant 

Walking on Air Polyurethane Footbed 

with Moisture Absorbing Dri-Lex 

Fabric 


W: 6-12, 13, 14, 15 

Quality Leather Upper 

Polyurethane Footbed 

Shock Absorbing Polyurethane Midsole 

Oil and Water Resistant 

Electrical Hazard Rated 

Walking on Air Polyurethane Footbed 


M: 7-12, 13, 14 

Quality Leather Upper 
Ergonomic Design 

Shock Absorbing Polyurethane Midsole 

Oil and Water Resistant 

Walking on Air Polyurethane Footbed 

with Moisture Absorbing Dri-Lex 

Fabric 


SOFT 

s 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


SOFT 

S 

TOE 


1021 

Men's Genuine Grip Black 5" EH 
Water Resistant Athletic Steel 
Toe Boot 


1110 

Women's Genuine Grip Black Jogger 
Slip Resistant Soft Toe Work Shoe 


470 

Women's Genuine Grip Black Light 
Weight Soft Toe Casual Slip On 



W: 4-12, 13, 14 

Quality Leather Upper 

Aegis Microbe Shield Controls Odor 

Shock Absorbing Polyurethane Midsole 

Oil and Water Resistant 

Electric Shock Resistant 

Walking on Air Polyurethane Footbed 


M: 5-10, 11 

Quality Leather Upper 
Ergonomic Design 

Shock Absorbing Polyurethane Midsole 

Oil and Water Resistant 

Walking on Air Polyurethane Footbed 

with Moisture Absorbing Dri-Lex 

Fabric 


M: 10.5 
W: 10.5 

Quality Leather Upper 

Aegis Microbe Shield 

Shock Absorbing Polyurethane Midsole 

Oil and Water Resistant 

Slip Resistant Rubber Outsole 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


SOFT 

s 

TOE 


SOFT 

s 

TOE 
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Genuine Grip 


475 _ 5020_ 5060_ 

Women's Genuine Grip White Light Men's Genuine Grip Black EH Men's Genuine Grip Black 6" 

Weight Soft Toe Casual Slip On Composite Toe Athletic Oxford Thunderbolt Composite Toe 

Tactical Boot 



M: 6-11 
W: 6-11 

Quality Leather Upper 

Aegis Microbe Shield 

Shock Absorbing Polyurethane Midsole 

Oil and Water Resistant 

Slip Resistant Rubber Outsole 


M: 7-12, 13, 14 

Quality Man Made Upper 

Non Metal Construction 

Light Weight Composite Foam Midsole 

Removable Molded Foam Insole 

Electrical Hazard Rated 

Ultra Light Weight 

Extra Blue Color Shoe Lace Included 


M: 4-12, 13 

Full Grain Leather Upper 
Non Metal Construction 
Zipper Lock at Medial Side 
Antimicrobial 
Composite Safety Toe 
Light Weight 

Walking on Air PU Removable Insole 


CT EH 


CT 

TOE 


520 


6000 


6040 


Women's Genuine Grip Black EH 
Composite Toe Athletic Oxford 


Men's Genuine Grip Black 6" 

Vulcan EH Waterproof Non Metal PR 
Composite Toe Boot 


Men's Genuine Grip Black EH 
Waterproof Non Metal Composite 
Toe Pull On Boot 




M: 5-10,11 

Quality Man Made Upper 

Non Metal Construction 

Light Weight Composite Foam Midsole 

Removable Molded Foam Insole 

Electrical Hazard Rated 

Ultra Light Weight 

Extra Light Blue Color Shoe Lace 

Included 


M: 7-12, 13, 14 

Full Grain Leather Upper 
Non Metal Injection Construction 
Waterproof with Membrane 
Walking on Air PU Insole 
Electrical Hazard Rated 
Aegis Microbe Shield Controls Odor 
Staining and Deterioration 
Cushioned PU Midsole 


M: 7-12, 13, 14 

Full Grain Waterproof Leather Upper 

Non Metal Construction 

Antimicrobial 

Oil and Water Resistant 

Electrical Hazard Rated 

Walking on Air PU Insole 

Cushioned PU Midsole 


CT EH 
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Genuine Grip 


6041 _ 

Men's Genuine Grip Brown EH 
Waterproof Non Metal Composite 
Toe Pull On Boot 



M: 7-12, 13, 14 

Full Grain Waterproof Leather Upper 
Non Metal Construction 
Antimicrobial 
Oil and Water Resistant 
Electrical Hazard Rated 
Walking on Air PU Insole 
Genuine Grip Slip and Oil Resistant 
Rubber Outsole 


COMPOSITE ELECTRICAL M ->U ¥ iX 

CT EH I JfC 

TOE HAZARD I 


6052 _ 

Men's Genuine Grip Wheat 6" 
Poseidon EH Waterproof Non Metal 
Composite Toe Boot 


6050 _ 

Men's Genuine Grip Black 6" 
Poseidon EH Waterproof Non Metal 
Composite Toe Boot 



M: 6-12, 13, 14 
W: 6-12, 13, 14 

Full Grain Leather Upper 
Waterproof with Membrane 
Non Metal Construction 
Light Weight with Injection 
Construction 
Electrical Hazard Rated 



6100_ 

Men's Genuine Grip Brown 6" 

Vulcan EH Waterproof Non Metal PR 
Composite Toe Boot 



M: 4-12, 13, 14 
W: 4-12, 13, 14 

Full Grain Leather Upper 
Waterproof with Membrane 
Non Metal Construction 
Light Weight with Injection 
Construction 
Electrical Hazard Rated 


M: 7-12, 13, 14 

Full Grain Leather Upper 
Non Metal Injection Construction 
Waterproof with Membrane 
Walking on Air PU Insole 
Electrical Hazard Rated 
Aegis Microbe Shield Controls Odor 
Staining and Deterioration 
Cushioned PU Midsole 





6051_ 

Men's Genuine Grip Brown 6" 
Poseidon EH Waterproof Non Metal 
Composite Toe Boot 



M: 6-12, 13, 14 
W: 6-12, 13, 14 

Full Grain Leather Upper 
Waterproof with Membrane 
Non Metal Construction 
Light Weight with Injection 
Construction 
Electrical Hazard Rated 


COMPOSITE ELECTRICAL | "'V — 

CT EH <4 

TOE HAZARD I 


6200 _ 

Men's Genuine Grip Black 6" 
Trekker EH Waterproof Composite 
Toe Boot 



M: 7-12, 13, 14 

Full Grain Leather Upper 
Waterproof with Membrane 
Non Metal Construction 
Light Weight with Injection 
Construction 
Electrical Hazard Rated 
Walking on Air PU Insole with Aegis 
Microbe Shield 
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Genuine Grip 


6300 _ 

Men's Genuine Grip Brown 6" 
Trekker EH Puncture Resistant 
Waterproof Composite Toe Boot 



M: 7-12, 13, 14 

Full Grain Leather Upper 
Waterproof with Membrane 
Non Metal Construction 
Light Weight with Injection 
Construction 
Electrical Hazard Rated 
Walking on Air PU Insole with Aegis 
Microbe Shield 



7110 

Men's Genuine Grip Black EH Slip 
Resistant Steel Toe Work Oxford 



W: 7-11, 12, 13, 14 

Quality Water Resistant Leather 
Upper 

Flexible Soft Insole Board 

Oil and Water Resistant Sole 

Electric Shock Resistant 

Walking on Air Polyurethane Footbed 

with Moisture Absorbing Dri-Lex 

Fabric 


ELECTRICAL STEEL 

EH ST 

HAZARD TOE 


710 _ 

Women's Genuine Grip Black EH 
Slip Resistant Steel Toe Work 
Oxford 


7100 _ 

Men's Genuine Grip Black Slip 
Resistant Soft Toe Comfort Work 
Oxford 





W: 5-10, 11 

Quality Water Resistant Leather 
Upper 

Flexible Soft Insole Board 
Shock Absorbing Polyurethane Midsole 
Oil and Water Resistant 
Electric Shock Resistant 


7130 _ 

Men's Genuine Grip Black 6" EH 
Slip Resistant Steel Toe Work 
Boot 


M: 7-11, 12, 13, 14 
W: 7-11, 12, 13, 14 

Quality Water Resistant Leather 
Upper 

Flexible Soft Insole Board 
Shock Absorbing Polyurethane Midsole 
Oil and Water Resistant 
Electric Shock Resistant 


M: 7-11, 12, 13, 14, 15 
W: 7-11, 12, 13, 14, 15 

Quality Leather Upper 

Flexible Soft Insole Board 

Shock Absorbing Polyurethane Midsole 

Oil and Water Resistant 

Walking on Air Polyurethane Footbed 

with Moisture Absorbing Dri-Lex 

Fabric 


SOFT 

s 

TOE 


7160 _ 

Men's Genuine Grip Black 6" 
Waterproof Slip Resistant Soft 
Toe Boot 


W: 7-11, 12, 13, 14 

Quality Leather Upper 

Flexible Soft Insole Board 

Shock Absorbing Polyurethane Midsole 

Oil and Water Resistant 

Walking on Air Polyurethane Footbed 

with Moisture Absorbing Dri-Lex 

Fabric 


EH 




ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Genuine Grip 


7161 

Men's Genuine Grip Black 6" EH WP 
Plain Toe Steel Toe Work Boot 



W: 7-11, 12, 13, 14 

Quality Leather Upper 

Flexible Soft Insole Board 

Shock Absorbing Polyurethane Midsole 

Oil Resistant 

Electric Shock Resistant 

Walking on Air Polyurethane Footbed 

with Moisture Absorbing Dri-Lex 

Fabric 



8200_ 

Women's Genuine Grip Black Mary 
Jane 2" Heel Dress Soft Toe Shoe 


^ I 

M: 5-10, 11 

Quality Leather Upper 

Cushioned Insole with Shock 

Absorbing Gel 

Oil and Water Resistant 

2" Heel Slip On Light Weight Dress 

Shoe 


SOFT 

s 

TOE 


760 _ 

Women's Genuine Grip Black 6" 
Waterproof Slip Resistant Soft 
Toe Boot 



W: 5-10, 11 

Quality Leather Upper 
Flexible Soft Insole Board 
Shock Absorbing Polyurethane Midsole 
Oil Resistant 

Walking on Air Polyurethane Footbed 
with Moisture Absorbing Dri-Lex 
Fabric 



8300_ 

Women's Genuine Grip Black Dress 
Low Pump Soft Toe 



R: 5-10,11 

High Quality Lamb Skin Full Grain 
Soft Leather Upper 

Cushioned Footbed with Extra Padded 
Heel 

Countoured Polyurethane Midsole 
1" Heel 

Oil and Water Resistant 


SOFT 


s 

TOE 


7800 _ 

Men's Genuine Grip Black 6" EH 
Waterproof Steel Toe Work Boot 



W: 4-12, 13, 14 

Full Grain Leather Upper 
Injection Construction with Shock 
Absorbing Polyurethane Cushion 
Midsole 

Moisture Absorbing Dri-Lex Fabric 
Footbed Cover 

Waterproof with Membrane Bootie 
Construction 



8400_ 

Women's Genuine Grip Black Dress 
Pump Soft Toe 



R: 5-10,11 

High Quality Lamb Skin Full Grain 
Soft Leather Upper 

Cushioned Footbed with Extra Padded 
Heel 

Light Weight 
2" Heel 

Oil and Water Resistant 


SOFT 

s 

TOE 
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Georgia Boot 

G086 _ 

Men's Georgia Boot Brown 6" Zero 
Drag EH Waterproof Steel Toe Work 
Boot 


fc.f 

M: 8-12, 13 
W: 8-12, 13 



Gill 

Men's Georgia Boot Brown 10" 
Homeland EH Waterproof Steel Toe 
Pull On Wellington Boot 


M: 8-12, 13 
W: 8-12, 13 

Full Grain Waterproof Leather Upper 
900 Denier CORDURA Fabric Lining 
Georgia Waterproof System 
Steel Shank 
Electrical Hazard Rated 
Technology Driven Comfort 
Polyurethane Insole 



G105 _ 

Men's Georgia Boot Brown 6" 
Homeland EH Waterproof Steel Toe 
Work Boot 


G107 _ 

Men's Georgia Boot Brown 8" 
Homeland EH Waterproof Steel Toe 
Work Boot 



W: 8-12, 13 

Full Grain Waterproof Leather with 
900D Cordura Upper 
Polyurethane TDC Footbed 
Georgia Waterproof Construction 
System 

Electrical Hazard Rated 



G5594_ 

Men's Georgia Boot Brown 11" 
Muddog EH Waterproof Steel Toe 
Wellington Work Boot 



M: 8-12, 13 
W: 8-12, 13 

SPR Leather Upper with Molded 
Waterproof TPU Shell 
High Abrasion and Moisture Wicking 
Mesh Lining 

Georgia Waterproof Construction 
System 


M: 8-12, 13 
W: 8-12, 13 

Full Grain Waterproof Leather with 
900D Cordura Upper 
Steel Shank 

Georgia Waterproof Construction 
System 

TDC Technology Driven Comfort 
Polyurethane Footbed 



G5655 _ 

Men's Georgia Boot Brown 12" 
Muddog EH Steel Toe Wellington 
Pull On Work Boot 



M: 7-12, 13, 14 
W: 8-12, 13, 14 

Leather Upper 

High Abrasion and Moisture Wicking 

Mesh Lining 

Comfort Core Insole 

Molded Waterproof TPU Shell for Dry 

Comfort 

Electrical Hazard Rated 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Georgia Boot 


G6174 

Men's Georgia Boot Brown 6" Oiler 
EH Waterproof Steel Toe Work Boot 


G6315 _ 

Men's Georgia Boot Briar Brown 6" 
EH Internal Metatarsal Steel Toe 
Work Boot 


G6395 _ 

Men's Georgia Boot Brown 6" EH 
Steel Toe Hiker Boot 






M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 8-12, 13 
W: 8-12, 13 


M: 8-12, 13 
W: 8-12, 13 




Full Grain Leather Upper 
Goodyear Welt Construction 
Georgia Waterproof Construction 
System 

Padded Collar and Tongue 
Electrical Hazard Rated 
Removable EFV Footbed 


Full Grain Leather Upper 
Fully Lined with Breathable Moisture 
Wicking Material 
Steel Shank 

Soft ANTImpact Internal Met Guard 
Electrical Hazard Rated 
Double Padded Leather Collar 


Full Grain Leather Upper 
Fully Lined with Breathable Moisture 
Wicking Material 
Steel Shank 

Removable Comfort Core Air Flow 
Orthotic Insert 
Electrical Hazard Rated 


ELECTRICAL 

STEEL 

WATER 

EH 

ST 

A 

HAZARD 

TOE 

PROOF 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


G6633 


G6644 


G7334 


Men's Georgia Boot Chocolate 6" Men's Georgia Boot Brown 6" Men's Georgia Boot Brown 6" 

Muddog EH Waterproof Steel Toe FLXPoint EH Waterproof Composite Brookville EH Waterproof Steel 

Work Boot Toe Boot Toe Work Boot 






M: 8-12, 13, 14 
W: 8-12, 13, 14 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 8-12, 13 
W: 8-12, 13 




SPR Leather Upper with Molded 
Waterproof TPU Shell 
High Abrasion and Moisture Wicking 
Mesh Lining 

Georgia Waterproof Construction 
System 


Full Grain Leather Upper 

Fully Lined with Breathable Moisture 

Wicking Material 

Georgia Waterproof Construction 
System 

Comfort Core Air Flow Orthotic 
Insert 


Contrasting Leather Upper 
Goodyear Welt Construction 
Georgia Waterproof System 
Removable EVA Footbed 
Electrical Hazard Rated 
Supporting Steel Shank 
Padded Collar for Added Comfort 


ELECTRICAL I STEEL 

EH I ST 


CT EH 


ELECTRICAL I STEEL 

EH I ST 


WATER 


WATER 


WATER 
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Georgia Boot 


G8315 _ 

Men's Georgia Boot Briar Brown 8" 
EH Internal Metatarsal Steel Toe 
Work Boot 


G9334 _ 

Men's Georgia Boot Brown 8" 
Brookville EH Waterproof Steel 
Toe Work Boot 


G9382 _ 

Men's Georgia Boot Brown 8" Worn 
Saddle EH Waterproof Insulated 
Steel Toe Logger Boot 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Fully Lined with Breathable Moisture 
Wicking Material 
Steel Shank 

Soft ANTImpact Internal Met Guard 
Electrical Hazard Rated 
Double Padded Leather Collar 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


GB00065_ 

Men's Georgia Boot Brown 8" EH 
Waterproof Insulated Steel Toe 
Logger Work Boot 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Georgia Waterproof System 
Goodyear Welt Construction 
400 Gram 3M Thinsulate Ultra 
Insulation 

Electrical Hazard Rated 
Leather Welt and Steel Shank 


ELECTRICAL -iiljLit STEEL 

EH Jfl ST 

HAZARD INSULATED TOE 




M: 8-12, 13 
W: 8-12, 13 

Contrasting Leather Upper 
Goodyear Welt Construction 
Georgia Waterproof System 
Removable EVA Footbed 
Electrical Hazard Rated 
Supporting Steel Shank 
Padded Collar for Added Comfort 


M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 

Fully Lined with Breathable Moisture 

Wicking Material 

Waterproof and Breathable GORE-TEX 

Construction 

400 Grams of Thinsulate 

Electrical Hazard Rated 


ELECTRICAL 

EH 


ST 



GB00098 _ 

Men's Georgia Boot Brown 9” 

Comfort Core EH Waterproof 
Insulated Composite Toe Logger Boot 


GB00102 

Men's Georgia Boot Brown 10" EH 
Waterproof Non Metallic Composite 
Toe Boot 




M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Georgia Waterproof System 
High Performance Mesh Lining 
400 Gram 3M Thinsulate Ultra 
Insulation 

Electrical Hazard Rated 

Double Ribbed Tempered Steel Shank 


M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Georgia Waterproof System 
100 Percent Non Metallic 
High Performance Mesh Lining 
Electrical Hazard Rated 
Fiberglass Shank 
Goodyear Welt Construction 


CT 

TOE 


EH 
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Georgia Boot 


GB00108 _ 

Men's Georgia Boot Brown Blue 
Collar EH Waterproof Composite 
Toe Hiker 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Georgia Waterproof System 
Flexible Cement Construction 
Ergo-Fit Safety Toe 
Electrical Hazard Rated 
High Performance Mesh Lining 
Nylon Shank 


COMPOSITE ELECTRICAL 

CT EH 4 

TOE HAZARD PflnOF 


GB00130 _ 

Men's Georgia Boot Black 6" 
Amplitude EH Waterproof Composite 
Toe Work Boot 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Georgia Waterproof System 
High Performance Mesh Lining 
Nylon Shank 
Electrical Hazard Rated 
Light and Flexible Cement 
Construction 


COMPOSITE ELECTRICAL WAXEH 

CT EH <4 

TOE HAZARD PflOOF 


GB00123 

Men's Georgia Boot Brown 8" EH 
Comfort Core Waterproof Composite 
Toe Logger 


GB00129 

Men's Georgia Boot Brown 6" 
Amplitude EH Waterproof Composite 
Toe Work Boot 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Georgia Waterproof System 
Goodyear Welt Construction 
Ergo-Fit Safety Toe 
Electrical Hazard Rated 
High Performance Mesh Lining 
Durable Triple Ribbed Steel Shank 


M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Georgia Waterproof System 
High Performance Mesh Lining 
Nylon Shank 
Electrical Hazard Rated 
Light and Flexible Cement 
Construction 


CT EH 


CT EH 


GB00131 


GB00132 


Men's Georgia Boot Brown 6" EH 
Waterproof Hammer HD Composite 
Toe Work Boot 


Men's Georgia Boot Brown 8" EH 
Waterproof Hammer HD Composite 
Toe Work Boot 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 

Georgia Waterproof System 

High Performance Mesh Lining 

Wideload Toe Box 

Electrical Hazard Rated 

CC5 Comfort Core Removable PU Insole 


M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 

Georgia Waterproof System 

High Performance Mesh Lining 

Wideload Toe Box 

Electrical Hazard Rated 

CC5 Comfort Core Removable PU Insole 
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Georgia Boot 


GB00224 

Men's Georgia Boot Brown 10" 
Carbo-Tec EH Waterproof Pull On 
Alloy Safety Toe Boot 


GB00239 _ 

Men's Georgia Boot Brown 10" 
Carbo-Tec LT EH Waterproof 
Composite Toe Pull On Wellington 


GB00267 

Men's Georgia Boot Brown 10" 
Carbo-Tec LT EH Waterproof Steel 
Toe Pull On Wellington Boot 






M: 8-12, 13, 14 
W: 8-12, 13, 14 


M: 8-12, 13, 14 
W: 8-12, 13, 14 


M: 8-12, 13, 14 
W: 8-12, 13, 14 




Full Grain Leather Upper 
Georgia Waterproof System 
High Performance Mesh Lining 
Fiberglass Shank 
Electrical Hazard Rated 
Cushion EVA Midsole 


Full Grain Leather Upper 
High Performance Mesh Lining 
Georgia Waterproof System 
Fiberglass Shank 
Back Zipper for Easy On and Off 
Electrical Hazard Rated 
EVA Midsole 


Full Grain SPR Leather Upper 
High Performance Mesh Lining 
Georgia Waterproof System 
Fiberglass Shank 
Back Zipper for Easy On and Off 
Cushion EVA Midsole 


ALLOY a COMPOSITE . 

AT EH A EH A 

TOE CAP HAZARD p ^_ TOE HAZARD p^ F 


GR530 _ 

Men's Georgia Boot Brown 6" Romeo 
EH Waterproof Steel Toe Pull On 
Work Boot 


STEEL 

WATER 

A 

ST 

m 

TOE 

PROOF 


4 * 

M: 8-12, 13 
W: 8-12, 13 

Durable Full Grain Leather Upper 
Goodyear Welt Construction 
Georgia Waterproof Construction 
System 
EVA Midsole 
Electrical Hazard Rated 
Supporting Steel Shank 
























Grabbers 


67 


G0019 _ 

Men's Grabbers Black 6" EH Steel 
Toe Work Boot 



M: 6-12, 13, 14 
W: 6-12, 13 

Easy Care Synthetic Leather 
Moisture Wicking Nylon Mesh Lining 
Slip Resistant Rubber Lug Bottom 
Outsole 

Electrical Hazard Rated 
Removable EVA Cushion Insert Insole 
with Sponge Rubber Heel Wedge 


G112 

Women's Grabbers Black Sure Grip 
Plus Plain Toe Soft Toe Oxford 



M: 6-12, 13 
W: 6-12, 13 

Easy Care Leather Upper 
Nylon Mesh Lining 
Soft Toe 

EVA Cushion Midsole 

Removable EVA Cushion Insole Insert 

with Sponge Rubber Heel Wedge 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


SOFT 


s 

TOE 


G124 

Women's Grabbers Black 6" Sure 
Grip Plus Soft Toe Sport Boot 



M: 6-11 
W: 6-11 

Easy Care Leather Upper 
Nylon Mesh Lining 
Soft Toe 

100 Percent Non Metallic 
EVA Cushion Midsole 
Sure Grip Plus Rubber Sole Oil 
Abrasion and Slip Resistant 


SOFT 

s 

TOE 


G1240 

Men's Grabbers Black 6” Sure Grip 
Plus Soft Toe Sport Boot 



M: 6-12, 13, 14 
W: 6-12, 13 

Easy Care Leather Upper 
Nylon Mesh Lining 
Soft Toe 

100 Percent Non Metallic 
EVA Cushion Midsole 
Sure Grip Plus Rubber Sole Oil 
Abrasion and Slip Resistant 


SOFT 

s 

TOE 


G1120 

Men's Grabbers Black Sure Grip 
Plus Plain Toe Soft Toe Oxford 


4^ f 

M: 6-11, 12, 13, 14, 15, 16 
W: 6-11, 12, 13, 14, 15, 16 

Easy Care Leather Upper 
Nylon Mesh Lining 
Soft Toe 

EVA Cushion Midsole 

Removable EVA Cushion Insole Insert 

with Sponge Rubber Heel Wedge 


SOFT 

S 

TOE 
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Harley Davidson 


D83668 D83883 D84112 

Women's Harley Davidson Black 5" Women's Harley Davidson Black 5" Women's Harley Davidson Black 4" 

EH Gabby Steel Toe Boot EH Raine Steel Toe Boot Waites EH Composite Toe Hiker 



M: 5-10, 11 

Full Grain Leather Upper 
Mesh Lining 

Shaft Height 5 inch with Heel Height 
1.25 inch 

Goodyear™ Welt Construction 
Electrical Hazard Rated 
Individually Fitting Left and Right 
Toe Caps 



M: 5-10, 11 

Leather Upper 
Mesh Lining 
YYK® Locking Zipper 
Shaft Height 5.5 inch with Heel 
Height 1.5 inch 
Electrical Hazard Rated 
Cement Construction 
Rubber Outsole 



M: 5-10, 11 

Full Grain Leather and Mesh Upper 
Mesh Lining 

Shaft Height 4 inch with Heel Height 
1 inch 

Cement Construction 
Electrical Hazard Rated 
Individually Fitting Left and Right 
Toe Caps 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


CT EH 


D91144 

Men's Harley Davidson Black 5" 
Drive EH Steel Toe Work Boot 


D93120 

Men's Harley Davidson Black 10” 
Jason EH Pull On Steel Toe Work 
Boot 


D93327 

Men's Harley Davidson Black 
Eastfield EH Waterproof Composite 
Toe Athletic Shoe 



M: 7-12, 13 

Leather Upper 
Mesh Lining 

Shaft Height 5 inch with Heel Height 
1.25 inch 

Cement Construction 
Electrical Hazard Rated 
Individually Fitting Left and Right 
Toe Caps 


M: 7-12, 13 
W: 7-12, 13 

Full Grain Leather Upper 
Full Length Cushion Sock Liner 
Shaft Height 10.5 inch with Heel 
Height of 1.5 inch 
YKK Locking Inside Zipper 
Goodyear Welt Construction 


M: 7-12, 13 

Waterproof Leather Upper 
Mesh Lining 
Non-Metallic 
Cement Construction 
Electrical Hazard Rated 
Individually Fitting Left and Right 
Toe Caps 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Harley Davidson 


D93497 D95326 D95328 

Men's Harley Davidson Black 6" Men's Harley Davidson Black 6" Men's Harley Davidson Black 10" 

Zak EH Steel Toe Boot Pete EH Steel Toe Boot Bill EH Steel Toe Motorcycle Boot 



M: 7-12, 13 
W: 7-12, 13 


Full Grain Leather Upper 
Mesh Lining 

Shaft Height 6 inch with Heel Height 
of 1.5 inch 

YKK Locking Inside Zipper 
Electrical Hazard Rated 


M: 7-12, 13 

Leather Upper 
Mesh Lining 

Shaft Height 6 inch with Heel Height 
of 1.5 inch 

Electrical Hazard Rated 
Goodyear Welt Construction 
Individually Fitting Left and Right 
Toe Caps 


M: 7-12, 13 

Full Grain Leather Upper 

Full Cushion Sock Lining 

Shaft Height 9.5 inch with Heel 

Height of 1.5 inch 

YKK Locking Inside Zipper 

Electrical Hazard Rated 

Shock Absorbers Twin Pad Comfort 

Technology 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 
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Hoss 


60416 _ 

Men's Hoss Brown 6" Lome EH 
Waterproof Puncture Resistant 
Composite Toe Work Boot 


^1 

D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Full Grain Tumbled Success Leather 
Upper 

Hydry Waterproof Membrane 
Lenzi Puncture Resistant Midsole 
Electrical Hazard Rated 
Direct Attach for Flexibility 



70120 

Women's Hoss Black 6" Lacy EH 
Waterproof Composite Toe Work 
Boot 



B: 5-10 
D: 5-10 

Full Grain Rumbled Success Leather 
Upper 

Hydry Waterproof Membrane 
Lenzi Puncture Resistant Midsole 
Electrical Hazard Rated 
100 Percent Non Metallic 



70419 

Women's Hoss Brown 6" Lacy EH 
Waterproof Composite Toe Work 
Boot 



B: 5-10 
D: 5-10 

Full Grain Rumbled Success Leather 
Upper 

Hydry Waterproof Membrane 
Lenzi Puncture Resistant Midsole 
Electrical Hazard Rated 
100 Percent Non Metallic 



PROOF 


PROOF 


PROOF 
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Iron Age 


IA0130 

Men's Iron Age Brown 6" Trowler 
EH Waterproof Composite Toe Work 
Boot 


IA0160 

Men's Iron Age Brown 6" EH WP 
Comp Toe Plain Toe Work Boot 


IA0162 

Men's Iron Age Brown 6" EH WP 
Comp Toe Plain Toe Hiker 





M: 8-12, 13, 14, 15 
W: 8-12, 13, 14 


M: 6-12, 13, 14 
W: 6-12, 13 


M: 6-12, 13, 14 
W: 6-12, 13 



Full Grain Leather Upper 

Moisture Wicking Nylon Mesh Lining 

Waterproof Bootie 

Electrical Hazard Rated 

BootBed Removable Dual Layered 

Footbed 


Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Waterproof Bootie 
Electrical Hazard Rated 
100 Percent Non Metallic 
Removable PU Cushion Insert Insole 
PermaBond Construction 


Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Waterproof Bootie 
Electrical Hazard Rated 
Direct Atatch PU Midsole 
Removable EVA Cushion Insert with 
Sponge Rubber Heel Wedge Insole 



IA0163 

Men's Iron Age Brown 6” EH Int 
Met Guard Steel Toe Boot 



IA0180 

Men's Iron Age Brown 8” EH WP 
Comp Toe Work Boot 



IA5002 

Men's Iron Age Brown 6" EH 
Composite Toe Work Boot 



M: 6-12, 13, 14 
W: 6-12, 13 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Electrical Hazard Rated 
Goodyear Welt Construction with 
Kevlar Stitching 

Removable EVA Cushion Insert Insole 
with Sponge Rubber Heel Wedge 


ELECTRICAL METATARSAL STEEL 

EH MG ST 

HAZARD GUARD I TOE 



M: 6-12, 13, 14 
W: 6-12, 13 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Waterproof Bootie 
Electrical Hazard Rated 
100 Percent Non Metallic 
Removable PU Cushion Insert Insole 
PermaBond Construction 


CT EH 



M: 6-12, 13, 14 
W: 6-12, 13 

Full Grain Tumbled Leather Upper 
Moisture Wicking Nylon Mesh Lining 
EVA Cushion Midsole with Rubber 
Outsole 

100 Percent Non Metallic 
Electrical Hazard Rated 


CT EH 


WATER 
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Iron Age 


IA5007 

Men's Iron Age Black 6" EH 
Composite Toe Work Boot 


IA5016 

Men's Iron Age Black 6" EH Met 
Guard Steel Toe Work Boot 


IA5018 

Men's Iron Age Brown 6" 
Groundbreaker EH Internal Met 
Guard Steel Toe Boot 






M: 6-12, 13, 14 
W: 6-12, 13 


M: 6-12, 13, 14 
W: 6-12, 13 


M: 8-12, 13, 14, 15 
W: 8-12, 13, 14, 15 




Full Grain Tumbled Leather Upper 
Moisture Wicking Nylon Mesh Lining 
EVA Cushion Midsole with Rubber 
Outsole 

100 Percent Non Metallic 
Electrical Hazard Rated 


Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Goodyear Welt Construction 
Electrical Hazard Rated 
Heat Resistant Rubber Outsole 
Removable EVA Cushion Insert with 
Sponge Rubber Heel Insert 


Leather Upper 

Moisture Wicking Nylon Mesh Lining 
CushGuard Internal Met Guard 
Electrical Hazard Rated 
Quick Release Elastic Collar 
BootBed Dual Layered Memory Foam 
Removable Footbed 


CT EH 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


IA5150 

Men's Iron Age Black 6" EH Steel 
Toe Sport Boot 


IA5210 

Men's Iron Age Black Galvanizer 
EH Internal Met Guard Steel Toe 
Slip On Boot 


IA5220 

Men's Iron Age Brown Galvanizer 
EH Internal Met Guard Steel Toe 
Slip On Boot 



M: 6-11, 12, 13, 14 
W: 6-11, 12, 13 


1 

M: 8-12, 13, 14, 15 
W: 8-12, 13, 14 


M: 8-12, 13, 14, 15 
W: 8-12, 13, 14 



Full Grain and Action Leather Upper 
Taibrelle Lining 
No Metal on Upper 
Electrical Hazard Rated 
Removable EVA Cushion Insert with 
Sponge Rubber Heel Wedge Insole 


Full Grain Leather Upper 

Moisture Wicking Nylon Mesh Lining 

CushGuard Internal Met Guard 

Electrical Hazard Rated 

EVA Cushion Midsole 

Scuff Tough Metal Shard Resistant 

Toe 


Full Grain Leather Upper 

Moisture Wicking Nylon Mesh Lining 

CushGuard Internal Met Guard 

Electrical Hazard Rated 

EVA Cushion Midsole 

Scuff Tough Metal Shard Resistant 

Toe 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 
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Iron Age 


IA5230 

Men's Iron Age Black Galvanizer 
EH 6' Internal Met Guard Steel 
Work Boot 



M: 8-12, 13, 14, 15 
W: 8-12, 13, 14 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
CushGuard Internal Met Guard 
SparkArrestor Fire Resistant Laces 
Electrical Hazard Rated 
Scuff Tough Metal Shard Resistant 
Toe 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


IA5730 

Men's Iron Age High Ridge Brown 
6" EH PORON XRD Internal MetGuard 
Steel Toe Sport Hiker 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Removable EVA Cushion Insert Insole 
with Sponge Rubber Heel Wedge 
Electrical Hazard Rated 
EVA Cushion Midsole 


ELECTRICAL METATARSAL STEEL 

EH MG ST 

HAZARD GUARD I TOE 


IA5500 _ 

Men's Iron Age Black 6" Backstop 
EH Puncture Resistant Steel Toe 
Work Boot 



M: 7.5-11, 12, 13, 14 
W: 7.5-11, 12, 13 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Dual Density Polyurethane Comfort 
Footbed Insole 
Electrical Hazard Rated 
NeverWet High Abrasion Heel and Toe 
Direct Attach Polyurethane Midsole 



IA965_ 

Women's Iron Age Brown 6" EH 
Rubber Base Waterproof Steel Toe 
Boot 



W: 6-13 
XW: 6-13 

Rubber Bottom Leather Shaft Upper 
Nylon Mesh Lining and Waterproof 
Membrane 

Electrical Hazard Rated 
Removable EVA Cushion Insole Insert 
with Sponge Rubber Heel Wedge 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 


IA5501 

Men's Iron Age Brown 6" Backstop 
SD NeverWet Steel Toe Work Boot 



M: 7.5-11, 12, 13, 14 
W: 7.5-11, 12, 13 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 

Dual Density Polyurethane Comfort 

Footbed Insole 

Static Dissipative Rated 

NeverWet High Abrasion Heel and Toe 

Direct Attach Polyurethane Midsole 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


IA9650_ 

Men's Iron Age Brown 6" EH Molded 
Rubber Waterproof Steel Toe Boot 



W: 4-11, 12, 13, 14, 15 
XW: 4-11, 12, 13, 14, 15 

Rubber Bottom Leather Shaft Upper 
Nylon Mesh Lining and Waterproof 
Membrane 

Electrical Hazard Rated 
Removable EVA Cushion Insole Insert 
with Sponge Rubber Heel Wedge 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 


WATER 


WATER 
































Justin 


74 


231 

Men's Justin 4" Black Bomber EH 
Steel Toe Moccassin Boot 




M: 7-12, 13, 14 
W: 7-12, 13, 14 

4" Black Bomber Leather Upper 
Removable Orthotic Insole 
Lightweight Fit 
Electrical Hazard Rated 
Black Rubber Outsole 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


441 

Men's Justin Brown 8" Gaucho 
J-Max EH USA Handcrafted Steel 
Toe Work Boot 



B: 9-12, 13 
D: 6-12, 13, 14, 15 
EE: 6-12, 13, 14, 15 

Rugged Tan Gaucho Upper 
J-Flex Flexible Comfort System 
Insoles 

USA Handcrafted 
Electrical Hazard Rated 
Steel Toe 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



237 

Men's Justin 4" Tan Bomber EH 
Steel Toe Moccassin Boot 


440 

Men's Justin Brown 8" Gaucho 
J-Max EH USA Handcrafted Soft Toe 
Work Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

4" Tan Bomber Leather Upper 
Removable Orthotic Insole 
Lightweight Fit 
Electrical Hazard Rated 
Black Rubber Outsole 



B: 9-12, 13 
D: 6-12, 13, 14, 15 
EE: 6-12, 13, 14, 15 

Rugged Tan Gaucho Upper 
J-Flex Flexible Comfort System 
Insoles 

USA Handcrafted 
Electrical Hazard Rated 
Soft Toe 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ELECTRICAL 

EH 

SOFT 

s 


HAZARD 

TOE 



4527 

Men's Justin Brown 11" 

Scottsbluff Grey Cimarron Apache 
EH USA Handcrafted Steel Toe Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Grey Cimarron Apache Upper 
J-Flex Flexible Comfort System 
Insoles 

USA Handcrafted 
Electrical Hazard Rated 
Nylon Shank and PU Core 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



4531_ 

Men's Justin Brown 11" 

Scottsbluff Workbone Cimarron EH 
USA Handcrafted Steel Toe Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Workbone Apache Upper 

J-Flex Flexible Comfort System 

USA Handcrafted 

Electrical Hazard Rated 

Nylon Shank and PU Core 

Drilex Cooling System with Hydrofil 

Nylon 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 


































75 


Justin 


4760_ 

Men's Justin Brown 10" Double 
Comfort EH USA Handcrafted Soft 
Toe Pull-On Wellington 



B: 9-12, 13 
D: 7-12, 13, 14, 15 
EE: 6-12, 13, 14, 15 
EEE: 6-12, 13 

Aged Bark Upper 
Double Comfort Insole System 
USA Handcrafted 
Electrical Hazard Rated 
Fiberglass Shank 


ELECTRICAL 

EH 

SOFT 

s 


HAZARD 

TOE 



4764 

Men's Justin Brown 10" Double 
Comfort EH USA Handcrafted Steel 
Toe Pull-On Wellington 



D: 15 

EE: 14, 15 

Aged Bark Upper 
Double Comfort Insole System 
USA Handcrafted 
Electrical Hazard Rated 
Fiberglass Shank 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



764 

Men's Justin Brown 8" Aged Bark 
EH USA Handcrafted Steel Toe Work 
Boot 



B: 9-12, 13 
D: 7-12, 13, 14, 15 
EE: 6-12, 13, 14, 15 
EEE: 6-12, 13 

Aged Bark Upper 
Double Comfort Insole System 
USA Handcrafted 
Electrical Hazard Rated 
Non Marking Sole 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



WK212 


WK2120 


WK217 


Men's Justin Brown 6" Commander 
X-5 EH Waterproof Composite Toe 
Work Boot 



Men's Justin Brown 11" Mechanic 
EH Waterproof Steel Toe Pull On 
Work Boot 


Men's Justin Brown 8" Commander 
X-5 EH Waterproof Composite Toe 
Work Boot 




D: 7-12, 13, 14 
EE: 7-12, 13, 14 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 


Whiskey Barrel Buffalo Upper 
Ortholite Comfort Insoles 
Waterproof 

Electrical Hazard Rated 
Composite Toe 

Full Bootie Construction with Single 
Row Stitch Welt 


Wyoming Waterproof Leather Upper 
Ortholite Comfort Insoles 
Waterproof 

Electrical Hazard Rated 
Achilles Relief System 
Steel Toe 
Steel Shank 


Whiskey Barrel Buffalo Upper 
Ortholite Comfort Insoles 
Waterproof 

Electrical Hazard Rated 
Composite Toe 

Full Bootie Construction with Single 
Row Stitch Welt 



































76 


Justin 


WK411 

Men's Justin Brown 5" Childress 
EH Nano Composite Toe Slip On 
Work Boot 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Wyoming Tan Leather Upper 
Non Metallic Construction 
Extra Wide Round Toe 
Electrical Hazard Rated 
Nano Composite Toe 
Pull On Tab 
Stampede Insole 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


WK4630 

Men's Justin Brown 10" EH Pulley 
Wyoming Waterproof Composite Toe 
Pull-On Western 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Wyoming Waterproof Leather Upper 
J-Flex Flexible Comfort System 
Insoles 
Waterproof 

XRD Impact Protection Provides 
Armor-Like Protection 
Electrical Hazard Rated 


WK4624 

Men's Justin Brown 11" Rustic 
Barnwood EH Waterproof Soft Toe 
Pull-On Western 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Rustic Barnwood Upper 
J-Flex Flexible Comfort System 
Insoles 
Waterproof 

Electrical Hazard Rated 
Soft Toe 



WK4644 

Men's Justin Brown 13" Rugged 
Utah Hybred EH Soft Toe Pull-On 
Western 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Rugged Utah Upper 

J-Flex Flexible Comfort System 

Insoles 

Non-Metallic 

Electrical Hazard Rated 

Soft Toe 


WK4625 

Men's Justin Brown 11" Rustic 
Barnwood EH Waterproof Composite 
Toe Pull-On Western 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Rustic Barnwood Upper 
J-Flex Flexible Comfort System 
Insoles 
Waterproof 

Electrical Hazard Rated 
Composite Toe 


COMPOSITE ELECTRICAL I 

CT EH <4 

TOE HAZARD I 


WK4660 

Men's Justin Brown 11" Waxy Brown 
EH Soft Toe Pull-On Western 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Sawdust Upper 

J-Flex Flexible Comfort System 
Insoles 

Electrical Hazard Rated 
Soft Toe 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 


































77 


Justin 


WK4689 

Men's Justin Brown 11" Rugged Tan 
Cowhide Waterproof EH Soft Toe 
Pull-On Western 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Rugged Tan Cowhide Upper 
J-Flex Flexible Comfort System 
Insoles 
Waterproof 

Electrical Hazard Rated 
Soft Toe 



WK4961 

Men's Justin Brown 10" Wyoming 
Worker II EH Waterproof Steel Toe 
Pull-On Wellington 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Wyoming Waterproof Upper 
J-Flex Flexible Comfort System 
Insoles 
Waterproof 

Electrical Hazard Rated 
Steel Toe 

Black/Yellow Rubber Sole 



WK4690 

Men's Justin Brown 11" Rugged Tan 
Cowhide EH Waterproof Steel Toe 
Pull-On Western 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Rugged Tan Cowhide Upper 
J-Flex Flexible Comfort System 
Insoles 
Waterproof 

Electrical Hazard Rated 
Steel Toe 


WK4960 

Men's Justin Brown 10" Wyoming 
Worker II EH Waterproof Soft Toe 
Pull-On Wellington 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Wyoming Waterproof Upper 

J-Flex Flexible Comfort System 

Insoles 

Waterproof 

Soft Toe 

Black/Yellow Rubber Sole 


ELECTRICAL I STEEL 

EH ST 



WK4972 


WK960 


Men's Justin Brown and Turquoise 
12" Derrickman EH Waterproof 
Steel Toe Pull On Western 



Men's Justin Brown 8" Wyoming 
Worker II EH Waterproof Soft Toe 
Work Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 


D: 6-12, 13, 14 
EE: 6-12, 13, 14 


Turquoise Waterproof Crunch Upper 
Ortholite Comfort Insoles 
Waterproof 

Electrical Hazard Rated 
Steel Toe 

Molded EVA Midsole 


Wyoming Waterproof Upper 
J-Flex Flexible Comfort System 
Insoles 
Waterproof 

Electrical Hazard Rated 
Soft Toe 

Black/Yellow Rubber Sole 
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Justin 


WK961 

Men's Justin Brown 8" Wyoming 
Worker II EH Waterproof Steel Toe 
Work Boot 



D: 6-12, 13, 14 
EE: 6-12, 13, 14 

Wyoming Waterproof Upper 
J-Flex Flexible Comfort System 
Insoles 
Waterproof 

Electrical Hazard Rated 
Steel Toe 

Black/Yellow Rubber Sole 



WKL985 

Women's Justin Brown 6" Aged Bark 
EH Waterproof Steel Toe Work Boot 



B: 5-11 

Aged Bark Upper 

J-Flex Flexible Comfort System 

Insoles 

Waterproof 

Electrical Hazard Rated 
Steel Toe 



WKL9981 

Women's Justin Brown and Pink 8" 
Bay Apache EH Steel Toe Pull-On 
Wellington 



B: 5-11 

Pink Cowhide Upper 

J-Flex Flexible Comfort System 

Insoles 

Non Marking Sole 
Electrical Hazard Rated 
Steel Toe 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


WKL9984 

Women's Justin Brown 11" Aged 
Bark EH Waterproof Steel Toe 
Pull-On Wellington 



B: 5-11 

Aged Bark Upper 

J-Flex Flexible Comfort System 

Insoles 

Waterproof 

Electrical Hazard Rated 
Steel Toe 


EH 


ST 


WATER 
























79 


Keen 


1006978 _ 

Men's KEEN Shitake Atlanta Cool 
EH Water Resistant Steel Toe Work 
Shoe 



Water Resistant Nubuck Leather and 
Mesh Upper 

Reflective Webbing for Additional 
Safety 

Removable Metatomical Dual Density 
EVA Footbed 

Torsion Stability ESS Shank 
Electrical Hazard Rated 
Oil and Slip Resistant Non Marking 
Rubber Outsole 


ELECTRICAL STEEL 

EH ST 

hazard XOE 


1007970_ 

Men's KEEN Rust EH Flint Low Cut 
Steel Toe Work Light Duty Shoe 



D: 8-12, 13, 14 
EE: 9-12, 13, 14 

Nubuck Leather Upper 
Contoured Heel Lock 
Removable Metatomical Dual Density 
EVA Footbed 

Dual Density Compression Molded EVA 
Midsole 

Electrical Hazard Rated 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 


1007024 


1007969 


Men's KEEN Bison and Red 6" EH 
Pittsburgh Waterproof Steel Toe 
Medium Duty Boot 


Men's KEEN Louisville Slate Black 
6" EH Internal Metatarsal 
Waterproof Steel Toe Work Boot 




D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Nubuck Leather Upper 
KEEN.DRY Waterproof Breathable 
Membrane 

Removable Metatomical Dual Density 
EVA Footbed 

Dual Density Compression Molded EVA 
and PU Midsole 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Upper 
KEEN.DRY Waterproof Breathable 
Membrane 

Removable Metatomical Dual Density 
EVA Footbed 

Locking Metal Hooks and Lacing 
Eyelets 


ELECTRICAL I STEEL 

EH ST 


ELECTRICAL I METATARSAL I STEEL 

EH MG ST 



1007976 


1009174 


Men's KEEN Slate Black 6" 
Milwaukee EH Water Resistant 
Steel Toe Work Boot 


Men's KEEN Dark Earth 8" 
Milwaukee EH Waterproof Steel Toe 
Work Boot 





D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Water Resistant Full Grain Leather 
Upper 

Moisture Wicking Textile Lining 
Abrasion Resistant Tough Tec Leather 
TPU Stability Shank 
Electrical Hazard Rated 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Upper 
KEEN.DRY Waterproof Breathable 
Membrane 

KEEN Welt Construction for Enhanced 
Durability 

TPU Stability Shank 
Electrical Hazard Rated 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Keen 


1009180 _ 

Men's Keen Magnet and Chili 
Pepper Tucson EH Waterproof Mid 
Steel Toe Work Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Upper 
KEEN.DRY Waterproof Breathable 
Membrane 

Locking Metal Hooks and Lacing 
Eyelets 

TPU Stability Shank 
Electrical Hazard Rated 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


1011243 

Men's KEEN Gargoyle Forest Night 
6" Braddock Mid Cut EH Waterproof 
USA Built Steel Toe Work Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Nubuck Leather Upper 
Hydrophobic Two Zone Comfort Lining 
Removable Metatomical Dual Density 
EVA Footbed 

Direct Attach Outsole for Superior 
Bonding 

Electrical Hazard Rated 



1009709_ 

Men's KEEN Cascade Brown 6" EH 
Waterproof Pittsburgh Medium Duty 
Soft Toe Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Nubuck Leather Upper 
KEEN.DRY Waterproof Breathable 
Membrane 

Dual Density Compression Molded EVA 
Midsole 

Key Tech Full Length Interlocking 
Torsion Plate 



1011244 

Men's KEEN Black Bossa Nova 
Braddock Low Cut EH USA Built 
Steel Toe Work Shoe 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Water Resistant Nubuck Leather Upper 
Hydrophobic Two Zone Comfort Lining 
Removable Metatomical Dual Density 
EVA Footbed 

Direct Attach Outsole for Superior 
Bonding 

Electrical Hazard Rated 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



1011242 

Men's KEEN Cascade Brown 6" 
Braddock Mid EH Waterproof Steel 
Toe USA Built Work Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Nubuck Leather Upper 
Hydrophobic Two Zone Comfort Lining 
Removable Metatomical Dual Density 
EVA Footbed 

Direct Attach Outsole for Superior 
Bonding 

Electrical Hazard Rated 



1011357 

Men's KEEN Black 6" Louisville EH 
Waterproof Steel Toe Work Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Upper 
KEEN Dry Waterproof Breathable 
Membrane 

Removable Metatomical Dual Density 
EVA Footbed 
TPU Stability Shank 
Electrical Hazard Rated 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 


WATER 
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Keen 


1012771 

Men's KEEN Braddock Bison Engine 
Blue EH Waterproof American Made 
Steel Toe Work Boot 


1013257 

Men's KEEN Cascade Brown 8" Mt 
Vernon Heavy Duty EH Waterproof 
Steel Toe USA Built Work Boot 


1013258 _ 

Men's KEEN Cascade Brown 6" Mt 
Vernon Heavy Duty EH Waterproof 
Steel Toe USA Built Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Nubuck Leather Upper 
KEEN Dry Waterproof Breathable 
Membrane 

Removable Metatomical Dual Density 
EVA Footbed 

Direct Attach Outsole for Superior 
Bonding 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Leather Upper 
KEEN Dry Waterproof Breathable 
Membrane 

Hydrophobic Hydrophilic Two Zone 
Comfort Lining 
TPU Stability Shank 
Electrical Hazard Rated 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Leather Upper 
KEEN Dry Waterproof Breathable 
Membrane 

Hydrophobic Hydrophilic Two Zone 
Comfort Lining 
TPU Stability Shank 
Electrical Hazard Rated 


ELECTRICAL I STEEL 

EH ST 



ELECTRICAL 

EH 

STEEL 

ST 


WATER 

m 

HAZARD 

TOE 


PROOF 


ELECTRICAL I STEEL 

EH ST 



1014600 


1016166 


1016778 


Men's Keen Cascade Brown 6" Mt 
Vernon EH Waterproof Soft Toe USA 
Built Work Boot 


Men's Keen Cascade Brown Mt Men's KEEN Black 6" Mt Vernon 

Vernon 6" EH Waterproof Metarsal Heavy Duty EH Waterproof Steel 
Steel Toe USA Built Heavy Duty Work Bdale USA Built Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Leather Upper 
Keen Dry Waterproof Breathable 
Membrane 

Dual Purpose Metal Lace Hooks 
TPU Stability Shank 
Electrical Hazard Rated 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Leather Upper 
Cleansport NXT for Natural Odor 
Control Lining 

Kevlar Thread Protection from 
Abrasion Sparks and Heat 
TPU Stability Shank 
Electrical Hazard Rated 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Leather Upper 
KEEN Dry Waterproof Breathable 
Membrane 

Hydrophobic Hydrophilic Two Zone 
Comfort Lining 
TPU Stability Shank 
Electrical Hazard Rated 


ELECTRICAL 

EH 

SOFT 

s 


HAZARD 

TOE 



ELECTRICAL I METATARSAL I STEEL 

ehImgI ST 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 



6.V 
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Keen 


1016948_ 

Men's Keen Wheat 6" Pittsburgh EH 
Waterproof Steel Toe Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Nubuck Leather Upper 
Keen Dry Waterproof Breathable 
Membrane 

Locking Metal Hooks and Lacing 
Eyelets 

TPU Interlocking Torsion Plate 
Electrical Hazard Rated 



1017824 

Men's KEEN Cascade Brown LA 
Conner ESD Waterproof Aluminum 
Toe Safety Shoe 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Waterproof Leather Upper 
Moisture Wicking Textile Lining 
Cleansport NXT for Natural Odor 
Control 

Static Dissipative Rated 

TPU Shank for Midfoot Support 

Removable Metatomical PU Footbed 



1016962_ 

Men's KEEN Shitake Forest Night 
Davenport EH Waterproof Composite 
Toe Mid Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14, 15 

Waterproof Nubuck Leather Upper 
KEEN Dry Waterproof Breathable 
Membrane 

Moisture Wicking Lining 
100 Percent Non Metallic 
Construction 
Electrical Hazard Rated 


COMPOSITE ELECTRICAL WATER 

CT EH 4 

TOE HAZARD 


1017828 

Men's KEEN Black 6" Logandale EH 
Waterproof USA Made Steel Toe 
Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Synthetic Upper 
Moisture Wicking Textile Lining 
KEEN Dry Waterproof Breathable 
Membrane 

Electrical Hazard Rated 
Assembled in Portland Oregon 
Removable Metatomical PU Footbed 



1017820 

Women's KEEN Brown 6" Sante Fe EH 
Aluminum Toe Safety Boot 



M: 5-10, 11 
W: 5-10, 11 

Leather Upper 

Moisture Wicking Textile Lining 
Cleansport NXT for Natural Odor 
Control 

Electrical Hazard Rated 

TPU Shank for Midfoot Support 

Removable Metatomical PU Footbed 



1017833_ 

Men's KEEN Brown 8” Coburg EH 
Waterproof USA Made Steel Toe 
Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Leather Upper 
Moisture Wicking Textile Lining 
KEEN Dry Waterproof Breathable 
Membrane 

Electrical Hazard Rated 
Hydrophobic 2 Zone Comfort 
Technology 
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Keen 


1018023 _ 

Men's KEEN Brown 6" Coburg EH 
Waterproof USA Built Steel Toe 
Work Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Waterproof Leather Upper 
KEEN Dry Waterproof Breathable 
Membrane 

Lining With Hydrophobic Two Zone 
Comfort Technology 
Cleansport NXT for Natural Odor 
Protection 


1018079_ 

Men's KEEN Raven Lansing Mid EH 
Waterproof Steel Toe Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Waterproof Leather Upper 
KEEN Dry Waterproof Breathable 
Membrane 

TPU Shank for Midfoot Support 
Electrical Hazard Rated 
Torsional Stability Shank 


ELECTRICAL I STEEL 

EH ST 


ELECTRICAL I STEEL 

EH ST 


1018634 _ 

Women's Keen Magnet and Baltic 
Sedona Pulse EH Low Cut Aluminum 
Safety Toe Shoe 


1018636 _ 

Women's Keen Magnet and Baltic 
Sedona Pulse EH Mid Cut Aluminum 
Safety Toe Shoe 


| 

M: 5-10, 11 
W: 5-10, 11 

Synthetic Upper 

Cleansport NXT for Odor Control 
Lining 

TPU Shank for Midfoot Support 
Electrical Hazard Rated 
Removable Metatomical PU Footbed 


AL EH 



M: 5-10, 11 
W: 5-10, 11 

Synthetic Upper 

Cleansport NXT for Odor Control 
Lining 

TPU Shank for Midfoot Support 
Electrical Hazard Rated 
Removable Metatomical PU Footbed 


ALUMINUM I ELECTRICAL 

AL EH 


1018631 _ 

Women's Keen Raven and Rose Dawn 
Sedona EH Low Cut Aluminum 
Safety Toe Shoe 



M: 5-10, 11 
W: 5-10, 11 

Synthetic Upper 

Cleansport NXT for Odor Control 
Lining 

TPU Shank for Midfoot Support 
Electrical Hazard Rated 
Removable Metatomical PU Footbed 



1018647 

Men's KEEN Black and Silver San 
Antonio EH Aluminum Safety Toe 
Shoe 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Synthetic Upper 

Cleansport NXT for Odor Control 

TPU Shank for Midfoot Support 

Electrical Hazard Rated 

Left and Right Asymmetrical Aluminum 

Toes 

































84 


Keen 


1018649 _ 

Women's Keen Black and Steel Grey 
Springfield EH Aluminum Safety 
Toe Shoe 


1018651 _ 

Women's Keen Steel Grey and Lake 
Blue Springfield EH Aluminum 
Safety Toe Shoe 




M: 5-10, 11 
W: 5-10, 11 


M: 5-10, 11 
W: 5-10, 11 



Suede and Synthetic Upper 
Cleansport NXT for Odor Control 
TPU Shank for Midfoot Support 
Electrical Hazard Rated 
Removable Metatomical PU Footbed 
Left and Right Asymmetrical Safety 
Toe 


Suede and Synthetic Upper 
Cleansport NXT for Odor Control 
TPU Shank for Midfoot Support 
Electrical Hazard Rated 
Removable Metatomical PU Footbed 
Left and Right Asymmetrical Safety 
Toe 


ALUMINUM I ELECTRICAL 


AL EH 



ALUMINUM I ELECTRICAL 


AL EH 



1018654 _ 

Men's Keen Raven and Burnt Orange 
Boulder EH Low Cut Steel Toe 
Safety Shoe 


1018663 _ 

Men's Keen Brown Baltimore 6" EH 
Waterproof Steel Toe Boot 



D: 8-11,12, 13 
EE: 9-11, 12, 13 

Synthetic Upper 

Cleansport NXT for Odor Control 

Dual Density Compression Molded EVA 

Midsole 

Torsional Stability Shank for 
Midfoot Support 
Electrical Hazard Rated 


D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 
M: 5-10, 11 
W: 5-10, 11 

Waterproof Leather Upper 
Moisture Wicking Textile Lining 
Cleansport NXT for Natural Odor 
Control 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 




1018653_ 

Men's Keen Magnet and Gargoyle 
Boulder EH Waterproof Mid Steel 
Toe Safety Shoe 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Synthetic Upper 

Cleansport NXT for Natural Odor 
Control 

KEEN.DRY Waterproof Breathable 
Membrane 

Dual Density Compression Molded EVA 
Midsole 



1020035_ 

Men's Keen Cascade Brown and 
Gargoyle Detroit XT SD Waterproof 
Steel Toe Safety Shoe 



D: 7-12, 13, 14, 15, 16 
EE: 7-12, 13, 14, 15, 16 

Waterproof Leather Upper 
Moisture Wicking Textile Lining 
Cleansport NXT for Natural Odor 
Control 

Reflective Webbing for Additional 
Safety and Visibility 
Electro Static Dissipative 
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Keen 


1020085 _ 

Men's Keen Cascade Brown and 
Bronze Green Detroit XT EH 
Waterproof Mid Steel Toe Boot 



D: 7-12, 13, 14, 15, 16 
EE: 7-12, 13, 14, 15, 16 

Waterproof Leather Upper 
Moisture Wicking Textile Lining 
Cleansport NXT for Natural Odor 
Control 

KEEN Dry Waterproof Breathable 
Membrane 

Electrical Hazard Rated 



1021327 

Men's Keen Cascade Brown 6" 
Manchester EH Waterproof Soft Toe 
Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Leather Upper 
Keen Dry Waterproof Breathable 
Membrane 

TPU Shank for Midfoot Support 
Cleansport NXT for Natural Odor 
Control 

Electrical Hazard Rated 



1020086 _ 

Men's Keen Cascade Brown and 
Orion Blue Detroit XT EH 
Waterproof Mid Steel Toe Boot 



D: 7-12, 13, 14, 15, 16 
EE: 7-12, 13, 14, 15, 16 

Waterproof Leather Upper 
Moisture Wicking Textile Lining 
Cleansport NXT for Natural Odor 
Control 

KEEN Dry Waterproof Breathable 
Membrane 

Electrical Hazard Rated 


ELECTRICAL I STEEL 

EH ST 


1021342 

Men's Keen Cascade Brown with 
Black Rockford EH Waterproof 
Composite Toe Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Leather Upper 
Moisture Wicking Textile Lining 
TPU Shank for Midfoot Support 
Electrical Hazard Rated 
Left and Right Asymmetrical Non 
Metallic Composite Toes 


CT EH 



1021317 

Women's Keen Magnet and Black 6" 
Helena EH Waterproof Composite 
Toe Safety Boots 



M: 5-10, 11 
W: 5-10, 11 

Waterproof Leather Upper 
Keen Dry Waterproof Breathable 
Membrane 

TPU Shank for Midfoot Support 
Electrical Hazard Rated 
Left and Right Asymmetrical Non 
Metallic Composite Toes 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


1021351 

Men's Keen Magnet and Black St 
Paul 6" EH Waterproof Carbon 
Fiber Toe Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Leather Upper 
Keen Dry Waterproof Breathable 
Membrane 

Full Length TPU Interlocking 
Torsional Plate for Stability 
Dual Density Compression Molded EVA 
and PU Midsole 


:ARSON FIBER ELECTRICAL 

CF EH 

TOE HAZARD 


WATER 


WATER 


WATER 
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Keen 


1021467 

Men's Keen Dark Earth and Black 
Dover 6" EH Waterproof 
Carbon-Fiber Toe Boot 



D: 7-12, 13, 14, 15 
EE: 7-12, 13, 14, 15 

Waterproof Leather Upper 
Keen Dry Waterproof Breathable 
Membrane 

TPU Shank for Midfoot Support 
Left and Right Asymmetrical Non 
Metallic Carbon-Fiber Toes 
Electrical Hazard Rated 
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Knapp 


K5020 _ 

Men's Knapp Brown 6" EH Steel Toe 
Work Boot 


K5025 _ 

Men's Knapp Black 6" EH Steel Toe 
Work Boot 



M: 6-12, 13, 14 
W: 6-12, 13 

Full Grain Tumbled Leather Upper 
Moisture Wicking Lining with Nylon 
Mesh 

Goodyear Welt Construction 
Electrical Hazard Rated 
Removable EVA Cushion Insert with 
Sponge Rubber Heel Wedge Insole 


M: 6-12, 13, 14 
W: 6-12, 13 

Full Grain Tumbled Leather Upper 
Moisture Wicking Lining with Nylon 
Mesh 

Goodyear Welt Construction 
Electrical Hazard Rated 
Removable EVA Cushion Insert with 
Sponge Rubber Heel Wedge Insole 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


K5400_ 

Men's Knapp Black EH Waterproof 
Composite Toe Hiker 



M: 7-12, 13, 14 
W: 7-12, 13 

Leather Upper with Waterproof 

Membrane 

Nylon Mesh Lining 

Removable Footbed 

EVA Cushioned Insole and Midsole 

Electrical Hazard Rated 



PROOF 
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LaCrosse 


00101110_ 

Men's LaCrosse Black Yellow Toe 
16" EH WP Safety Toe Knee Boot 



R:6, 7, 8, 9, 10, 11, 12, 13, 14, 15 
16 

Fiberglass Shank 

Trac Lite Slip Resistant Outsole 

Removable EVA Insole Provides 

Cushioning Comfort 

ZXT Rubber Compound is Waterproof 

and Ozone Resistant and has a 

High-Tensile Strength for Durability 



00228040 

Men's LaCrosse Black with Yellow 
Trim 12" Pac EH Waterproof PR 
Meta-Pac Steel Toe Work Boot 



R: 6, 7, 8, 9, 10, 11,12, 13, 14 

Ozone and Abrasion Resistant Rubber 
100% Waterproof Protection 
Removable Insole for Cushioning 
Comfort 

Fiberglass Shank 
Electrical Hazard Rated 
Puncture Resistant Outsole 


00223050_ 

Men's LaCrosse Rust with Yellow 
Toe 16" Pac EH Waterprood Steel 
Toe Rubber Work Boot 



R: 3, 4, 5,6, 7, 8,9, 10, 11, 12, 13 
14, 15, 16 

Ozone and Abrasion Resistant Rubber 

100% Waterproof Protection 

Removable EVA Insole for Cushioning 

Comfort 

Steel Shank 

Electrical Hazard Rated 

LaCrosse Ankle Fit Design 



24009091 

Men's LaCrosse Black with Yellow 
Trim 32" EH Waterproof Steel Toe 
Hip Boot 



R: 5, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15 
16 

Slip Resistant Diamond Bar Outsole 
100% Waterproof Protection 
Steel Shank 
Electrical Hazard Rated 
Diamond Bar Outsole for Excellent 
Traction on Varied Surfaces 


00223120 

Men's LaCrosse Red with Yellow 
Toe 12" Pac EH Insulated WP Steel 
Toe Rubber Work Boot 



R: 6, 7, 8, 9, 10, 11, 12, 13, 14, 15 
16 

Ozone and Abrasion Resistant Rubber 

100 Percent Waterproof Membrane 

Removable EVA Insole for Cushioning 

Comfort 

Steel Shank 

Electrical Hazard Rated 

LaCrosse Ankle Fit Design 


LLECTRICAL I I STEEL 

EH PfC ST 

HAZARD I INSULATED TOE 


426050 _ 

Men's LaCrosse Black Yellow Toe 
16” EH Waterproof Insulated 
Composite Toe Rubber Boot 



R: 6, 7, 8, 9, 10, 11,12, 13, 14, 15 

Hand Crafted Rubber with Insulating 
Neoprene 

Engineered Rubber Upper with 
Resistance Against 25 Industry 
Chemicals 

800 Gram of Thinsulate Ultra 
Insulation Lining 




CT 

TOE 



































664554 


LaCrosse 


644103 

Men's LaCrosse Black 16" Alpha 
Thermal EH Waterproof Insulated 
Composite Toe Boot 



R: 7, 8, 9, 10, 11, 12, 13, 14, 15, 16 

Neoprene Gusset and Natural Rubber 
Upper 

Fleece Lining 
Active Fit 

Electrical Hazard Rated 
7mm Neoprene Insulation 
Removable Polyurethane Footbed 
Nylon Shank 


Men's LaCrosse Black 14" Aero 
Insulator EH Waterproof Insulated 
Met Guard Composite Toe Boot 



R: 7, 8, 9, 10, 11, 12, 13, 14 

AeroForm and Polyurethane Upper 
Fleece Lining 
Active Fit 

Electrical Hazard Rated 
Metatarsal Guard 

15mm AeroForm Insulation on Top and 
20mm Underfoot 
Kick Off Heel Plate 
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Matterhorn 


12216 12255 MT201 

Men's Matterhorn Black 16" Men's Matterhorn Black 10" Men's Matterhorn Black 10" 

Waterproof EH PR Internal WaterprooOf EH PR Internal Waterproof EH PR Internal 

Metguard Lace to Toe USA Made Steel "Met^ahal^ioetto Toe USA Made Steel "Met§tosrtd Ranch Wellington Comp Toe Boi 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Black Full Grain Leather Upper 
Matterhorn TigerTip 
Mesh Lining with Kevlar Internal 
Lining 

Gore-Tex Breathable Waterproof 
Membrane 

Electrical Hazard Rated 


M: 5-12, 13, 14, 15 
W: 6-12, 13, 14, 15 
XW: 8-12, 13, 14 

Black Full Grain Leather Upper 
Matterhorn TigerTip 
Mesh Lining with Kevlar Internal 
Lining 

Gore-Tex Breathable Waterproof 
Membrane 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Black Oil Full Grain Leather Upper 
Matterhorn TigerTip 
Tailbrelle and Mesh Lining 
Waterproof Scubaliner 
Electrical Hazard Rated 
High Visibility Reflective Strips 
Removable Dual Density Foam Footbed 


ELECTRICAL I METATARSAL I STEEL 

EH MG ST 




ELECTRICAL I METATARSAL I STEEL 


EH MG 

HAZARD I guard 



CT 


ELECTRICAL 


EH 


MG 



MT5450 


MT703 


MT705 



Men's Matterhorn Black 10" Men's Matterhorn Black 15" 

Waterproof Insulated EH PR Waterproof EH PR Internal 

Internal Metguard USA Made Steel SafetyiStepiitoldPull On Comp Toe Boot 


Men's Matterhorn Black 14” 
Waterproof EH PR Internal 
Metguard Aluminum Safety Toe Boot 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15, 16 

Black Full Grain Leather Upper 
Matterhorn TigerTip 
Cambrelle Breathable Moisture 
Wicking Linking 

Gore-Tex Breathable Waterproof 
Membrane 

Electrical Hazard Rated 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Black Oil Full Grain Leather Upper 
Matterhorn TigerTip 
Tailbrelle and Mesh Lining 
Waterproof Scubaliner 
Electrical Hazard Rated 
High Visibility Reflective Strips 
Removable Dual Density Foam Footbed 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Black Oil Full Grain Leather Upper 

Matterhorn TigerTip 

Tailbrelle Lining 

Waterproof Scubaliner 

Electrical Hazard Rated 

High Visibility Reflective Strips 

Removable AG7 Polyurethane Footbed 


ELECTRICAL I ->tl X Lfc 

EH Pft 


METATARSAL I STEEL 

MG ST 


COMPOSITE I ELECTRICAL I METATARSAL 

CT EH MG 



AL EH MG 



PUNCTURE 



RESISTANT 


RESISTANT 


RESISTANT 












































r 
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Matterhorn 


MT801 

Men's Matterhorn Black 8" EH PR 
Waterproof Internal Metguard 
Composite Safety Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Black Oil Full Grain Leather Upper 
Matterhorn TigerTip 
Tailbrelle and Mesh Lining 
Waterproof Scubaliner 
Electrical Hazard Rated 
High Visibility Reflective Strips 
Removable Dual Density Foam Footbed 


CT 


ELECTRICAL 


EH 


MG 



MT901 

Men's Matterhorn Black 10" 
Waterproof EH PR Internal 
Metguard Steel Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Black Oil Full Grain Leather Upper 

Matterhorn TigerTip 

Tailbrelle Lining 

Waterproof Scubaliner 

Electrical Hazard Rated 

High Visibility Reflective Strips 

Removable AG7 Polyurethane Footbed 


EH MG 
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MT804 MT900 

Men's Matterhorn Black 8" Men's Matterhorn Black 10" 

Waterproof EH PR Internal Waterproof Insulated EH PR 

Metguard Aluminum Safety Toe Boot Internal Metguard Composite Safety Toe B 



M: 7-12, 13, 14 
W: 7-12, 13, 14 


M: 8-12, 13, 14 
W: 8-12, 13, 14 


Black Oil Full Grain Leather Upper 
Matterhorn TigerTip 
Tailbrelle and Mesh Lining 
Waterproof Scubaliner 
Electrical Hazard Rated 
High Visibility Reflective Strips 
Removable AG7 Polyurethane Footbed 


Black Oil Full Grain Leather Upper 
Matterhorn TigerTip 
Tailbrelle Lining 
Waterproof Scubaliner 
Electrical Hazard Rated 
High Visibility Reflective Strips 


AL EH MG 



COMPOSITE ELECTRICAL METATARSAL WATER PUNCTURE 

CT EH JfC MG 4 JL 

TOE HAZARD _*_ r.UARn i FJ££I^ANT 


MT902 


MT903 


Men's Matterhorn Black 10" Men's Matterhorn Black 10" 

Waterproof Insulated EH PR Waterproof EH PR Internal 

Internal Metguard USA Made Lace to TofelStgebilcbBcBrtot 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15, 16 

Black Oil Full Grain Stratum Leather 
Upper 

Matterhorn TigerTip 
Cambrelle Breathable Moisture 
Wicking Linking 

Gore-Tex Breathable Waterproof 
Membrane 


M: 8-12, 13, 14 
W: 8-12, 13, 14 

Black Leather PU Coated Upper 
Matterhorn TigerTip 
Mesh Lining 
Waterproof Scubaliner 
Electrical Hazard Rated 
High Visibility Reflective Strips 


METATARSAL I STEEL 



EH 


MG ST 

GUARD I TOE 




EH 


METATARSAL 


MG 


ST 



INSULATED 







































Matterhorn 


MT975 

Women's Matterhorn Black 10" 

Waterproof Insulated EH PR 

Internal Metguard USA Made Steel Safety Toe Boot 



M: 5-10 
W: 5-10 

Black Full Grain Leather Upper 
Matterhorn TigerTip 
Cambrelle Breathable Moisture 
Wicking Linking 

Gore-Tex Breathable Waterproof 
Membrane 

Electrical Hazard Rated 


ELECTRICAL I METATARSAL I STEEL 

EH MG ST 
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Merrell 


J05241_ 

Men's Merrell Black Moab Vertex 
Mid EH Waterproof Composite Toe 
Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Waterproof Full Grain Leather and 

Mesh Upper 

Breathable Mesh Lining 

M Select Dry Waterproof Membrane 

Electrical Hazard Rated 



J11617 

Men's Merrell Clay Moab Vertex 
Mid EH Waterproof Composite Toe 
Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Waterproof Full Grain Leather and 

Textile Upper 

Electrical Hazard Rated 

M Select Dry Waterproof Membrane 



J11119 

Men's Merrell Clay Moab Vertex 
Vent EH Waterproof Composite Toe 
Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

TO PLACE AN ORDER FOR THIS MERRELL 
SHOE PLEASE CALL 800-441-1500 
Waterproof Full Grain Leather and 
Mesh Upper 
Breathable Mesh Lining 
COMFORTBASE Contoured Footbed with 
Breathable Foam 


CT EH 



J15735 _ 

Men's Merrell Espresso 
Phaserbound Mid EH Waterproof 
Composite Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Waterproof Full Grain Leather Suede 

and Mesh Upper 

Breathable Mesh Lining 

M Select Dry Waterproof Membrane 

Electrical Hazard Rated 



J11515_ 

Men's Merrell Pewter Moab Vertex 
Mid EH Waterproof Composite Toe 
Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Waterproof Full Grain Leather and 

Mesh Upper 

Breathable Mesh Lining 

M Select Dry Waterproof Membrane 

Electrical Hazard Rated 



J15773 _ 

Men's Merrell Boulder Moab EH 
Waterproof Composite Toe Shoe 



M: 8-9, 10.5, 13 
W: 10, 12, 13 

TO PLACE AN ORDER FOR THIS MERRELL 
SHOE PLEASE CALL 800-441-1500 
Waterproof Full Grain Leather Upper 
Electrical Hazard Rated 
M Select Dry Waterproof Membrane 
Breathable Mesh Lining 































94 


Merrell 


J15793 


J15794 


J15845 


Men's Merrell Brown Jungle Moc EH Women's Merrell Brown Jungle Moc 
Water Resistant Composite Toe EH Water Resistant Composite Toe 

Shoe Shoe 


Men's Merrell Black Moab 2 
Tactical 8" EH Waterproof Soft 
Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Full Grain Leather Upper 

Breathable Mesh Lining 

Electrical Hazard Rated 

Dual Elastic Gore 

Lightweight Nylon Arch Shank 


M: 5-10, 11 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Full Grain Leather Upper and 

Breathable Mesh Lining 

Electrical Hazard Rated 

Dual Elastic Gore 

Lightweight Nylon Arch Shank 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

TO PLACE AN ORDER FOR THIS MERRELL 
SHOE PLEASE CALL 800-441-1500 
Waterproof PU Coated Leather and 
Ripstop Textile Upper 
Electrical Hazard Rated 
Breathable Mesh Lining 


CT EH 


J15861 _ 

Men's Merrell Black Moab 2 
Tactical EH Waterproof Soft Toe 
Shoe 


CT EH 


J17531 _ 

Men's Merrell Black Fullbench 
Superlite EH Alloy Toe Athletic 
Work Shoe 



J17532 _ 

Women's Merrell Black Fullbench 
Superlite EH Alloy Toe Athletic 
Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

TO PLACE AN ORDER FOR THIS MERRELL 
SHOE PLEASE CALL 800-441-1500 
Waterproof PU Coated Leather and 
Ripstop Textile Upper 
Electrical Hazard Rated 
Breathable Mesh Lining 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Mesh and Synthetic Upper 

Breathable Mesh Lining 

Molded Nylon Arch Shank for Midfoot 

Support and Flexibility 

Electrical Hazard Rated 



M: 5-11, 12 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Mesh and Synthetic Upper 

Breathable Mesh Lining 

Molded Nylon Arch Shank for Midfoot 

Support and Flexibility 

Electrical Hazard Rated 



ALLOY I ELECTRICAL 


AT EH 



ALLOY I ELECTRICAL 


AT EH 
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Merrell 


J17534 _ 

Women's Merrell Syrah Fullbench 
Superlite EH Alloy Toe Athletic 
Work Shoe 


J17535 _ 

Men's Merrell Blue Wing Fullbench 
Superlite EH Alloy Toe Work Shoe 


J36461 _ 

Men's Merrell Black Moab Vertex 
Vent EH Waterproof Composite Toe 
Work Boot 




M: 5-11, 12 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Mesh and Synthetic Upper 

Breathable Mesh Lining 

Molded Nylon Arch Shank for Midfoot 

Support and Flexibility 

Electrical Hazard Rated 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Mesh and Synthetic Upper 

Breathable Mesh Lining 

Molded Nylon Arch Shank for Midfoot 

Support and Flexibility 

Electrical Hazard Rated 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

TO PLACE AN ORDER FOR THIS MERRELL 
SHOE PLEASE CALL 800-441-1500 
Waterproof Full Grain Leather and 
Mesh Upper 
Breathable Mesh Lining 
COMFORTBASE Contoured Footbed with 
Breathable Foam 





J45325_ 

Men's Merrell Brown Moab Rover 
Mid EH Waterproof Composite Toe 
Hiker 



M: 8-9, 10, 11, 12, 13 
W: 9.5-10, 11, 12, 13 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Waterproof Full Grain Leather 

Textile and Suede Upper 

Electrical Hazard Rated 

Breathable Mesh Lining 

Molded Nylon Arch Shank 



J45329_ 

Men's Merrell Brown Moab Rover EH 
Composite Toe Shoe 



M: 8, 10-11, 13 
W: 10-10.5, 12 

TO PLACE AN ORDER FOR THIS MERRELL 

SHOE PLEASE CALL 800-441-1500 

Water Resistant Full Grain Leather 

Textile and Suede Upper 

Electrical Hazard Rated 

Breathable Mesh Lining 

Molded Nylon Arch Shank 


COMPOSITE ELECTRICAL | ' 

CT EH <4 

TOE HAZARD I panne 


J45335_ 

Men's Merrell Black 8" Moab 2 
Tactical Response EH Waterproof 
Soft Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

TO PLACE AN ORDER FOR THIS MERRELL 
SHOE PLEASE CALL 800-441-1500 
Waterproof Leather and Textile Upper 
Electrical Hazard Rated 
M Select Dry Waterproof Membrane 
Breathable Mesh Lining and Non 
Metallic Hardware 



CT EH 
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Merrell 


J45337_ 

Men's Merrell Black Moab 2 Mid 
Tactical Response EH Waterproof 
Soft Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

TO PLACE AN ORDER FOR THIS MERRELL 
SHOE PLEASE CALL 800-441-1500 
Waterproof Leather and Textile Upper 
Electrical Hazard Rated 
M Select Dry Waterproof Membrane 
Breathable Mesh Lining and Non 
Metallic Hardware 



J45369_ 

Men's Merrell Black 6" Thermo 
Adventure EH Waterproof Insulated 
Comp Toe Hiker 



M: 7-12, 13, 14, 15 

TO PLACE AN ORDER FOR THIS MERRELL 
SHOE PLEASE CALL 800-441-1500 
Waterproof PU Coated Leather Suede 
and Mesh Upper 
Electrical Hazard Rated 
Polar Fleece Lining 

Merrell M Select WARM Low Bulk 400g 
Insulation 



J62382_ 

Women's Merrell Black Jungle Moc 
EH Waterproof Alloy Toe Work Shoe 



M: 5-11 

TO PLACE AN ORDER FOR THIS MERRELL 
SHOE PLEASE CALL 800-441-1500 
Waterproof Suede Leather Upper 
Breathable Mesh Lining 
COMFORTBASE Contoured Footbed with 
Breathable Foam 
Electrical Hazard Rated 
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Michelin 


XHY662 

Men's Michelin Brown 6" Hydroedge 
EH Waterproof Steel Toe Work Boot 



M: 7.5-12, 13, 14 
W: 8-12, 13, 14 

Full Grain Leather Upper 
Polyurethane Cushioning Insole 
Electrical Hazard Rated 
TPU Insole for Excellent Arch 
Support 

Michelin 02F Circulation and 
Ventilation Technology 



XPX763 

Men's Michelin Brown 6” EH 
Internal Met Guard Steel Toe Work 
Boot 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Internal Metatarsal Guard Plate 
Electrical Hazard Rated 
Shock Absorbent Midsole 
Removable Orthotic TPU Insole 
Provides Arch Support 


ELECTRICAL METATARSAL STEEL 

EH MG ST 

HAZARD GUARD I TOE 


XHY866 

Men's Michelin Black 6" Hydroedge 
EH Waterproof Puncture Resistant 
Steel Toe Work Boot 



M: 7.5-12, 13, 14 
W: 8-12, 13, 14 

Full Grain Leather Upper 
Polyurethane Cushioning Insole 
Electrical Hazard Rated 
Puncture Resistant Rated 
Michelin Advanced Rear Suspension 
(ARS) Providing Superior Shock 
Absorption 


ELECTRICAL I STEEL I I PUNCTURE 

EH ST A Lfc. 


XPX781 

Men's Michelin Sledge Brown 8" EH 
External Met Guard Steel Toe Work 
Boot 



M: 7.5-12, 13, 14 
W: 8-12, 13, 14 

Full Grain Leather Upper 
External Metatarsal Guard Plate 
External Metatarsal Guard Plate 
Electrical Hazard Rated 
Shock Absorbent Midsole 
Removable Orthotic TPU Insole 
Provides Arch Support 


ELECTRICAL I METATARSAL I STEEL 

ehImgI ST 


XPX761 

Men's Michelin Sledge Brown 6" EH 
External Met Guard Steel Toe Work 
Boot 



M: 7.5-12, 13, 14 
W: 8-12, 13, 14 

Full Grain Leather Upper 
External Metatarsal Guard Plate 
Electrical Hazard Rated 
Shock Absorbent Midsole 
Removable Orthotic TPU Insole 
Provides Arch Support 


ELECTRICAL METATARSAL STEEL 

EH MG ST 

hazard guard I TOE 
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Moxie Trades 


50121 _ 

Women's Moxie Trades Black Pink 
6" Vegas ESR Puncture Resistant 
Aluminum Safety Toe Hiker 



M: 5, 6-10, 11 

Full Grain Leather Upper 
Composite Plate and TPU Shank 
Rust Proof Gun Metal Eyelets 
CSA Approved Grade 1 Toe Cap with 
Puncture Protection Sole 
PK Abrasion Resistant Lining 
Compression Molded EVA Midsole and 
Removable Cushioned EVA Footbed 



MT50140 

Women's Moxie Trades Tie Dye 
Super SD Athletic Aluminum Safety 
Toe Sneaker 


50128 _ 

Women's Moxie Trades Black Pink 
Kris SD Steel Toe Shoe 


M: 5, 6-10, 11 

Action Leather and Mesh Upper 
PK Abrasion Resistant Lining 
Compression Molded EVA Midsole 
Static Dissipative 
External TPU Shank 
Removable Cushioned EVA Foot Bed 
Anti Slip and Oil Resistant Rubber 
Outsole 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


MT50142 

Women's Moxie Trades Black and 
Pink EH PR Athletic Aluminum 
Safety Toe Sneaker 


50161 _ 

Women's Moxie Trades Tan 6" Alice 
WP EH CSA Approved Grade 1 PR 
Steel Toe Industrial Work Boot 



M: 5, 6-10, 11 

Nubuck Leather Upper 
Composite Plate 
Tri-Tex Waterproof Breathable 
Membrane 

CSA Approved Grade 1 Toe Cap with 
Puncture Protection Sole 
Electric Shock Resistant 
Rustproof Hexagon Gun Metal Eyelets 


ELECTRICAL 

STEEL 

WATER 

jL 

PUNCTURE 

EH 

ST 


RESISTANT 

HAZARD 

TOE 

PROOF 

SOLE 




M: 5, 6-10, 11 

Synthetic with Mesh Inserts Upper 
PK Abrasion Resistant Lining 
Composite Plate 

Removable Cushioned PU Insole 
Static Dissipative Rated 
Compression Molded MD Midsole 
Anti Slip and Oil Resistant Rubber 
Outsole 


M: 5, 6-10, 11 

Synthetic with Mesh Inserts Upper 
PK Abrasion Resistant Lining 
Composite Plate 

Removable Cushioned PU Insole 
Electrical Hazard Rated 
Compression Molded MD Midsole 
Anti Slip and Oil Resistant Rubber 
Outsole 


AL SD 
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Nautilus 


N110 

Men's Nautilus Black Composite 
Toe No Exposed Metal Slip On Shoe 



MW: 7-12, 13, 14 

Water Resistant Action Leather Upper 

Ergonomically Designed Wide Area 

Composite Toe Cap 

EVA Midsole for Maximum Comfort 

Highly Durable Slip and Oil 

Resistant Outsole 

Super Lightweight 


COMPOSITE 

CT 

TOE 


N1317 

Men's Nautilus Black Silver Red 
SD No Exposed Metal Steel Toe 
Athletic 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 
XXW: 8-12, 13, 14, 15 

Nylon and Leather Upper 
Ergonomically Designed Wide Area 
Alloy Lite Safety Toe Cap 
Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 


static STEEL 

SD ST 

DISSIPATIVE TOE 


N1303 _ 

Men's Nautilus Brown SD Composite 
Toe No Exposed Metal Athletic 


N1306 _ 

Men's Nautilus White SD No 
Exposed Metal Composite Toe 
Athletic 



M: 7-12, 13, 14, 15 

Full Grain Water Resistant Leather 
Upper 

Ergonomically Designed Wide Area 
Composite Toe Cap 
Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 
Static Dissipative Rated 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Water Resistant Leather 
Upper 

Ergonomically Designed Wide Area 
Steel Toe Cap 

Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


N1320 

Men's Nautilus Grey Black SD No 
Exposed Metal Steel Toe Athletic 


N1326 

Men's Nautilus Blue SD No Exposed 
Metal Safety Toe Athletic 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15, 16 
XXW: 8-12, 13, 14, 15, 16 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15, 16 
XXW: 8-12, 13, 14, 15, 16 


Nylon and Leather Upper 
Ergonomically Designed Wide Area 
Steel Toe Cap 

Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 


Nylon and Leather Upper 
Ergonomically Designed Wide Area 
Steel Toe Cap 

Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 


SD I ST 

DISSIPATIVE I JOE 


SD I ST 

DISSIPATIVE I JOE 
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Nautilus 


N1333 _ 

Men's Nautilus Black ESD No 
Exposed Metal Steel Toe Athletic 



M: 7-12, 13, 14 
W: 7-12, 13, 14, 15, 16 

Leather Upper and Mesh Detail 
Ergonomically Designed Wide Area 
Steel Toe Cap 

Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 
Static Dissipative Rated 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


N1380_ 

Men's Nautilus Black ESD No 
Exposed Metal Safety Toe Athletic 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Nylon and Leather Upper 
Ergonomically Designed Wide Area 
Steel Toe Cap 

Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 
Static Dissipative Rated 


static STEEL 

SD ST 

DISSIPATIVE TOE 


N1340 

Men's Nautilus Grey Black SD No 
Exposed Metal Composite Toe 
Athletic 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Nylon and Synthetic Leather Upper 
Ergonomically Designed Wide Area 
Composite Toe Cap 
Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 
Static Dissipative Rated 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


N1391 

Women's Nautilus Grey Periwinkle 
ESD No Exposed Metal Composite 
Toe Athletic 



M: 5-10, 11, 12 
W: 5-10, 11,12 

Nylon and Synthetic Leather Upper 
Ergonomically Designed Wide Area 
Composite Toe Cap 
Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 
Static Dissipative Rated 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


N1343 

Men's Nautilus Gray ESD Steel Toe 
Athletic 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Nylon and Action Leather Upper 
Wide Area Steel Toe Cap 
Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 
Static Dissipative Rated 


STEEL 

ST 

TOE 


N1392 

Men's Nautilus Moss ESD Water 
Resistant Nubuc Safety Toe 
Athletic 



M: 7-11, 12, 13, 14, 15 
W: 7-12, 13, 14, 15, 16 
XW: 7-11, 12, 13, 14, 15 
XXW: 8-12, 13, 14, 15, 16 

Full Grain Water Resistant Nubuc 
Leather Upper 

Ergonomically Designed Wide Area 
Steel Toe Cap 


static STEEL 

SD ST 

DISSIPATIVE TOE 
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Nautilus 


N1393 _ 

Women's Nautilus Grey and Pink 
ESD No Exposed Metal Safety Toe 
Athletic 



M: 5-10, 11, 12 
W: 5-10, 11,12 

Nylon and Action Leather Upper 
Ergonomically Designed Wide Area 
Steel Toe Cap 

Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 
Static Dissipative Rated 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


N1620 

Men's Nautilus Brown ESD Water 
Resistant No Exposer Metal Steel 
Toe Slip On 


N1548 

Men's Nautilus Moss 6" SD 
Waterproof Steel Toe Hiker 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Waterproof Nubuc Leather 
Upper 

Ergonomically Designed Wide Area 
Steel Toe Cap 

Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 



N1621 

Women's Nautilus Brown SD Water 
Resistant No Exposed Metal Steel 
Toe Slip On 


N1606 

Men's Nautilus White SD Water 
Resistant Composite Toe Athletic 
Slip On 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Water Resistant Action Leather Upper 
100 Percent Metal Free 
Advanced PU and ESD Foam Insole 
Wedged EVA Midsole for Added Support 
Static Dissipative Rated 
Composite Safety Toe Cap 


CT SD 


N1630 _ 

Men's Nautilus Black ESD Water 
Resistant Steel Toe Slip On 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15, 16 

Full Grain Water Resistant Leather 
Upper 

Ergonomically Designed Wide Area 
Steel Toe Cap 

Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 


static STEEL 

SD ST 

DISSIPATIVE TOE 



M: 5-10, 11, 12 
W: 5-10, 11, 12 

Full Grain Water Resistant Leather 
Upper 

Ergonomically Designed Wide Area 
Steel Toe Cap 

Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 


static STEEL 

SD ST 

dissipative TOE 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Water Resistant Leather 
Upper 

Ergonomically Designed Wide Area 
Steel Toe Cap 

EVA Midsole for Maximum Comfort 
Static Dissipative Rated 


static STEEL 

SD ST 

dissipative TOE 
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Nautilus 


N1631 

Women's Nautilus Black ESD Water 
Resistant No Exposed Metal Steel 
Toe Slip On 



N1651 

Women's Nautilus White SD Water 
Resistant Composite Toe Athletic 
Slip On 



N1700 

Men's Nautilus Brown EH No 
Exposed Metal Composite Toe 
Athletic 



M: 5-10, 11, 12 
W: 5-10, 11,12 

Full Grain Water Resistant Leather 
Upper 

Ergonomically Designed Wide Area 
Steel Toe Cap 

Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 


M: 6-10, 11 
W: 6-10, 11 

Water Resistant Action Leather Upper 
100 Percent Metal Free 
Advanced PU and ESD Foam Insole 
Wedged EVA Midsole for Added Support 
Static Dissipative Rated 
Composite Safety Toe Cap 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Leather and Mesh Upper 
Removable Dual Density Insole 
Bumper Toe and Heel Guard 
EVA Midsole for Maximum Comfort 
Electrical Hazard Rated 
Rubber Slip and Oil Resistant 
Outsole 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


CT EH 


N1706 

Men's Nautilus Black EH No 
Exposed Metal Composite Toe 
Athletic 


N1708 

Men's Nautilus Brown EH No 
Exposed Metal Composite Toe 
Athletic 


N1737 

Men's Nautilus Black Carbon 
Composite Fiber Toe ESD Safety 
Shoe 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Leather and Mesh Upper 
Removable Dual Density Insole 
Fiberglass Shank for Support 
Stability 

EVA Midsole for Maximum Comfort 
Electrical Hazard Rated 


M: 7-12, 13, 14 
W: 7-12, 13, 14 
XW: 7-12, 13, 14 

Full Grain Leather and Mesh Upper 
Removable Dual Density Insole 
Fiberglass Shank for Support 
Stability 

EVA Midsole for Maximum Comfort 
Electrical Hazard Rated 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Mesh and Synthetic Leather Upper 
Advanced ESD Sock Liner 
Carbon Nanofiber Composite Safety 
Toe Cap 

EVA Midsole for Maximum Comfort 
Static Dissipative Rated 


CT EH 


CT EH 


CF SD 




























Nautilus 


N1771 

Women's Nautilus Gray and Pink 
ESD No Exposed Metal Steel Toe 
Athletic 



M: 6-10, 11 
W: 6-10, 11 

Microfiber Nubuck and Microfiber 
Suede Upper 

100 Percent Man Made Materials 
Removable Polyurethane Insole 
EVA Midsole for Maximum Comfort 
Static Dissipative Rated 


STATIC I STEEL 

SD ST 

DISSIPATIVE TOE 


N1845 

Men's Nautilus Brown 6" ESD 
Waterproof Composite Toe Hiker 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Nubuck Leather Upper 
Waterproof Construction 
Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 
Static Dissipative Rated 
100 Percent Metal Free 



"^1 
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N1821 

Men's Nautilus Blue Black EH 
Composite Toe Athletic Sneaker 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Advanced Technology TPU Injected 
Upper 

3D Mesh Overlay for High Abrasion 

Resistance 

Mesh Lining 

100 Percent Metal Free 

Electrical Hazard Rated 


CT EH 


N210 

Women's Nautilus Black Composite 
Toe No Exposed Metal Slip On 
Casual 



M: 5-10, 11, 12 

Water Resistant Action Leather Upper 

Ergonomically Designed Wide Area 

Composite Toe Cap 

EVA Midsole for Maximum Comfort 

Highly Durable Slip and Oil 

Resistant Outsole 

Super Lightweight 


CT 


N1826 

Men's Nautilus Brown EH Composite 
Toe Moc Toe Oxford 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Leather Upper 
100% Metal Free 
Removable PU Insole 
90 Degree Heel 
Electrical Hazard Rated 
No Exposed Metal to Meet Scratch 
Resistant Workplace Requirement 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


N2111 

Men's Nautilus Black Slip 
Resistant Safety Toe Athletic 



M: 7-12, 13, 14 

Mesh and Microfiber Leather and 
Action Leather Upper 
Removable Insole for Comfort 
EVA Midsole for Maximum Comfort 
Steel Safety Toe Cap 
Slip and Oil Resistant Outsole 
No Exposed Metal to Meet Scratch 
Resistant Workplace Requirement 


STEEL 

ST 

TOE 
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Nautilus 


N2114 

Men's Nautilus Black Light Weight 
Slip Resistant Composite Toe 
Athletic 


N2121 

Men's Nautilus Black EH 
Waterproof Metal Free Composite 
Toe Athletic 


N2151 

Women's Nautilus Black with Pink 
Slip Resistant Steel Toe Athletic 





M: 7-12, 13, 14 
W: 7-12, 13, 14 

Nylon Coated Mesh and Action Leather 
Upper 

Removable Dual Density EVA Insole 
EVA Midsole for Lightweight Comfort 
Composite Safety Toe Cap 
No Exposed Metal to Meet Scratch 
Resistant Workplace Requirement 


CT 


N2154 

Women's Nautilus Blue and Lime 
Slip Resistant Composite Toe 
Athletic 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Action and PU Leather Upper 
Dual Density Rebound Insole 
Waterproof Membrane Construction 
Composite Safety Toe Cap 
Electrical Hazard Rated 
No Exposed Metal to Meet Scratch 
Resistant Workplace Requirement 


ELECTRICAL 

EH 


N2155 

Women's Nautilus Gray and Pink 
Slip Resistant Composite Toe 
Athletic 


M: 6-10, 11 

Mesh and Microfiber Leather and 
Action Leather Upper 
Removable Insole for Comfort 
EVA Midsole for Maximum Comfort 
Steel Safety Toe Cap 
Slip and Oil Resistant Outsole 
No Exposed Metal to Meet Scratch 
Resistant Workplace Requirement 


STEEL 

ST 

TOE 


N2161 

Women's Nautilus Black Light 
Weight Waterproof Composite Toe 
Athletic 



CT 

TOE 




M: 6-10, 11 
W: 6-10, 11 

Nylon Coated Mesh and Action Leather 
Upper 

Removable Dual Density EVA Insole 
EVA Midsole for Lightweight Comfort 
Composite Safety Toe Cap 
Slip and Oil Resistant Outsole 


M: 6-10, 11 
W: 6-10, 11 

Nylon Coated Mesh and Action Leather 
Upper 

Removable Dual Density EVA Insole 
EVA Midsole for Lightweight Comfort 
Composite Safety Toe Cap 
Slip and Oil Resistant Outsole 


M: 6-10, 11 
W: 6-10, 11 

Action and PU Leather Upper 
Dual Density Rebound Insole 
EVA Midsole for Maximum Comfort 
Composite Safety Toe Cap 
Waterproof Membrane Construction 
No Exposed Metal to Meet Scratch 
Resistant Workplace Requirement 


CT 

TOE 


CT 

TOE 
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Nautilus 


N2202 

Men's Nautilus Grey with Lime 
Trim 6" EH Waterproof Mid Hi 
Steel Toe Hiker 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Mesh and Action Nubuck Leather Upper 
EVA and Memory Foam Insole 
EVA Midsole for Lightweight Comfort 
Bumper Toe Cap with Abrasion Wrap 
Electrical Hazard Rated 
Waterproof Membrane Construction 
with Breathable Membrane 


ELECTRICAL 

STEEL 

WATER 

EH 

ST 

A 

HAZARD 

TOE 

PROOF 


N2251 

Women's Nautilus Gray and Purple 
6” EH Waterproof Mid Steel Toe 
Hiker 



M: 6-10, 11 
W: 6-10, 11 

Mesh and Action Nubuck Leather Upper 
EVA and Memory Foam Insole 
EVA Midsole for Lightweight Comfort 
Bumper Toe Cap with Abrasion Wrap 
Electrical Hazard Rated 
Waterproof Membrane Construction 
with Breathable Membrane 


EH 


ST 


N2208 

Men's Nautilus Grey with Lime 
Trim EH Waterproof Low Steel Toe 
Hiker 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Mesh and Action Nubuck Leather Upper 
Moisture Wicking Lining for Dry 
Comfort 

EVA and Memory Foam Insole 
EVA Midsole for Lightweight Comfort 
Electrical Hazard Rated 


ELECTRICAL 

STEEL 

WATER 

EH 

ST 

A 

HAZARD 

TOE 

PROOF 


N2258 

Women's Nautilus Grey and Purple 
EH Light Weight Waterproof Steel 
Toe Hiker 



M: 6-10, 11 
W: 6-10, 11 

Mesh and Action Nubuck Leather Upper 
Moisture Wicking Lining for Dry 
Comfort 

EVA and Memory Foam Insole 
EVA Midsole for Lightweight Comfort 
Electrical Hazard Rated 


EH 


ST 


N2218 

Men's Nautilus Grey Black EH 
Waterproof Steel Toe Hiker 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Action Nubuck Leather and Microfiber 
Suede Upper 

Waterproof Membrane Construction 
EVA Midsole for Maximum Comfort 
No Exposed Metal 
Electrical Hazard Rated 
Removable Dual Density Insole 


ELECTRICAL 

STEEL 

WATER 

EH 

ST 

m 

HAZARD 

TOE 

PROOF 


N2268 

Women's Nautilus Grey Aqua EH 
Waterproof Steel Toe Hiker 



M: 6-10, 11 
W: 6-10, 11 

Action Nubuck Leather and Microfiber 
Suede Upper 

Waterproof Membrane Construction 
EVA Midsole for Maximum Comfort 
No Exposed Metal 
Electrical Hazard Rated 
Removable Dual Density Insole 


EH 


ST 


WATER 


WATER 


WATER 
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Nautilus 


N2421 

Men's Nautilus Black ESD Carbon 
Fiber Toe Athletic Shoe 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Mesh and Synthetic Upper 

100 Percent Man Made Components 

No Exposed Metal 

Advanced PU Foam Insole 

Static Dissipative Rated 

Super Lightweight Carbon Nanofiber 

Composite Safety Toe Cap 


:ARSON FIBER STATIC 

CF SD 

TOC DISSIPATIVE 


N4041 

Men's Nautilus White SD No 
Exposed Metal Clean Room Soft Toe 
Athletic 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Water Resistant Leather 
Upper 

Soft Leather Lining Reduce 
Particulates for Clean Environments 
Removable Anti-Fatigue Polyurethane 
Insole 


SOFT STATIC 

S SD 

TOE dissipative 


N2422 

Men's Nautilus Red and Black ESD 
No Exposed Metal Carbon Composite 
Fiber Toe Athletic 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Mesh and Synthetic Upper 
Advanced PU and ESD Foam Insole for 
Cushioned Comfort 

Wedged EVA Midsole for Added Support 
100 Percent Man Made Components 
Static Dissipative Rated 


:ARSON FIBER STATIC 

CF SD 

TOC DISSIPATIVE 


N4046 

Women's Nautilus White SD No 
Exposed Metal Clean Room Soft Toe 
Athletic 



M: 5-10, 11, 12 
W: 5-10, 11,12 

Full Grain Water Resistant Leather 
Upper 

Soft Leather Lining Reduce 
Particulates for Clean Environments 
Removable Anti-Fatigue Polyurethane 
Insole 


SOFT STATIC 

S SD 

TOE dissipative 


N2426 

Men's Nautilus Black and Yellow 
ESD Carbon Composite Toe Sneaker 



M: 6-12, 13, 14 
W: 6-12, 13, 14 

Seamless Mesh Upper 

Stability Overlay Standards 

EVA Cushioned CSD Edge Insole 

Non Metallic 

Static Dissipative Rated 

Advanced ESD and TPU Arch Stabilizer 


:arbon fiber static 

CF SD 

TOC DISSIPATIVE 


N4620 

Men's Nautilus Brown ESD Water 
Resistant No Exposed Metal Soft 
Toe Slip On 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Water Resistant Leather 
Upper 

Removable Anti Fatigue Polyurethane 
Insole 

EVA Midsole for Maximum Comfort 
Static Dissipative Rated 


SOFT STATIC 

S SD 

TOE dissipative 
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Nautilus 


N9546 

Men's Nautilus Brown EH Water 
Resistant Steel Toe Hiker 


N9548 

Men's Nautilus Black 6" EH 
Waterproof Composite Toe Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Water Resistant Leather Upper 
Waterproof Bladder and Seam Sealed 
Construction 

Ergonomically Designed Steel Toe Cap 
Bumper Toe and Heel Guard 
Electrical Hazard Rated 


M: 6-12, 13, 14 
W: 6-12, 13, 14 

Suede Leather Upper 
Waterproof Membrane Construction 
100 Percent Non Metallic 
Removable Dual Density Insole 
Electrical Hazard Rated 
No Exposed Metal to Meet Scratch 
Resistant Workplace Requirement 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


CT 


ELECTRICAL 

EH 


PROOF 














Paragon 


111110 

Paragon Blue and Red Ener-Gel 
Cushion Maxx Insole 



A: 6 
B: 8 
C: 10 
D: 12 
E: 14 

All Day Comfort on Hard Surfaces 
Shock Absorbing Bio-Renu Foam 
Great for Athletic and Outdoor 
Activities 
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Puma 


630225 _ 

Men's Puma Brown 6" Sierra Nevada 
Mid EH Waterproof Composite Toe 
Boot 


630655 _ 

Men's Puma Brown 7" Conquest EH 
Waterproof Composite Toe Side Zip 
Boot 


633805 _ 

Men's Puma Black Velocity SD Mid 
High Fiberglass Toe Cap Safety 
Sneaker 




M: 7, 8, 9, 10, 11, 12, 13, 14 

Oiled Cow Crazy Horse Leather Upper 
Breath Active Functional Lining with 
COA.TEX Membrane 
Evercomfort Footbed 
Electrical Hazard Rated 
Waterproof 

Cushioning IQ Cell Integrated in the 
Heel Area 



W: 8-12, 13, 14 

Soft Oiled Tumbled Full Leather 
Upper 

Breath Active Functional Lining 
Water Resistant and Breathable 
COATEX Membrane 
Electrical Hazard Rated 
Evercushion BA Plus Footbed 



M: 7, 8-12, 13, 14 

High Quality Smooth Leather Upper 
Breath Active Functional Lining 
Evercushion BA Footbed 
Metal Free 
Heel Support 

Impulse Foam Midsole in Two 
Densities for Maximum Cushioning 




633875_ 

Men's Puma Black and Orange Rush 
2.0 Mid SD Composite Toe Sneaker 



634055 _ 

Women's Puma Gray with Blue Trim 
Beryll Mid SD Water Resistant 
Steel Toe Sneaker 


CT SD 


634205_ 

Men's Puma Krypton Blue Mid SD 
Water Resistant Fiberglass Cap 
Toe Shoe 





M: 7, 8-12, 13, 14 


M: 5, 6, 7, 8, 9, 10, 11 


M: 5, 6, 7, 8, 9, 10, 11 




Durable Textile with TPU 
Strengthening 

Breath Active Functional Lining 
Evercushion BA Footbed 
Static Dissipative Rated 
Vegan Friendly 


Durable Microfiber Upper 
Breath Active Functional Lining 
Evercushion BA Footbed 
Static Dissipative Rated 
Water Resistant 
Scuff Protection in the Toe Area 
TPU Heel Protection 


Nubuck Leather Upper 
Breath Active Functional Lining 
Evercushion BA Footbed 
Static Dissipative Rated 
Water Resistant 
Scuff Protection in the Toe Area 
TPU Heel Protection 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


SD I ST 

DISSIPATIVE I JOE 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 
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Puma 


634235 _ 

Women's Puma Krypton Brown WNS 
Mid SD Water Resistant Steel Toe 
Shoe 



M: 5, 6, 7, 8, 9, 10, 11 

Nubuck Leather Upper 
Breath Active Functional Lining 
Evercushion BA Footbed 
Static Dissipative Rated 
Water Resistant 
Scuff Protection in the Toe Area 
TPU Heel Protection 


642635_ 

Men's Puma Black with Orange Trim 
Silverstone Low SD Steel Toe 
Sneaker 



M: 5, 6, 7, 8, 9, 10, 11, 12, 13 

Suede Leather Upper 

Breath Active Functional Lining 

Evercushion Plus Footbed 

Static Dissipative Rated 

Rubber Sole MOTO with iCELL with 

Heat Resistance to 572 Degrees plus 

Slip Resistant 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


642735_ 

Men's Puma Rio Blue with Yellow 
Trim SD Aluminum Safety Toe 
Sneaker 



M: 7, 8, 9, 10, 11, 12, 13 

Suede Leather Upper 
Breath Active Functional Lining 
Evercushion Pro Footbed Provides 
Lightweight Cushioning 
Static Dissipative Rated 


642755 

Men's Puma Rio Black with Blue 
Trim Low SD Aluminum Safety Toe 
Sneaker 



M: 7, 8, 9, 10, 11, 12, 13 

Suede Leather Upper 
Breath Active Functional Lining 
Water Resistant 
Static Dissipative Rated 
TPU HeelTec Support 
TPU Outsole is Slip Resistant 


AL SD AL SD 


642715 

Men's Puma Black with Yellow 
Metro Amsterdam SD Low Aluminum 
Toe Sneaker 



M: 7, 8, 9, 10, 11, 12, 13 

Nubuck Leather Upper 
Breath Active Functional Lining 
Evercushion Pro Footbed Provides 
Lightweight Cushioning 
Static Dissipative Rated 
EVA Cushioning Heel Pad 
Aluminum Toe Cap 


ALUMINUM STATIC 

AL SD 

TOE DISSIPATIVE 


642825 

Women's Puma Blue Fuse Motion Low 
SD Steel Toe Sneaker 



M: 5-10 

FUSE.TEC Upper with Durable 
Microfibre 

Breath Active Functional Lining 
Evercushion MISS Footbed 
Static Dissipative Rated 
Cushioning IQ Cell Tech in Heel 
Adapted to Fit on Women's Small Feet 


STEEL 

ST 

TOE 
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Puma 


642855 _ 

Women's Puma Black Velocity SD 
Steel Toe Low Sneaker 



M: 5, 6-10 

Smooth Tumbled Full Leather Upper 
Breath Active Functional Lining 
Evercushion MISS Footbed 
Static Dissipative Rated 
Water Repellent 

Cushioning IQ Cell Integrated in the 
Heel Area 


642865_ 

Women's Puma Pink and Gray SD 
Safety Balance Steel Toe Low 
Sneaker 



M: 5, 6-10 

Nubuck Leather Upper 
Breath Active Functional Lining 
Evercushion MISS Footbed 
Static Dissipative Rated 
Cushioning IQ Cell Integrated in the 
Heel Area 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


642905_ 

Women's Puma Blue and Green SD 
Celebrity Knit Steel Toe Low 
Sneaker 



M: 5-10 

Seamless Knitted Safety Knit Textile 
Upper 

Breath Active Functional Lining 
Evercushion MISS Footbed 
Static Dissipative Rated 
Cushioning IQ Cell Tech in Heel 
TPU Protection for Toe and Heel 


static STEEL 

SD ST 

DISSIPATIVE TOE 


642915 

Women's Puma Pink with Gray 
Celebrity Knit SD Steel Toe Low 
Sneaker 



M: 5, 6-10 

Seamless Knitted Safety Knit Textile 
Breath Active Functional Lining 
Evercushion MISS Footbed 
Static Dissipative Rated 
Cushioning IQ Cell Tech in Heel 
TPU Protection for Toe and Heel 


static STEEL 

SD ST 

dissipative TOE 


642885 _ 

Women's Puma Black and Purple SD 
Safety Stepper Steel Toe Low 
Sneaker 



M: 5-10 

Smooth Leather and Synthetic Upper 
Breath Active Functional Lining 
Evercushion MISS Footbed 
Static Dissipative Rated 
EVA Cushioning Midsole 
Cushioning IQ Cell Integrated in the 
Heel Area 

TPU Torsion Control System 


STATIC I STEEL 

SD ST 

DISSIPATIVE TOE 


642925 

Women's Puma Black Celerity Knit 
SD Steel Toe Sneaker 



M: 5, 6-10 

Seamless Knitted Safety Knit Textile 
Breath Active Functional Lining 
Evercushion MISS Footbed 
Static Dissipative Rated 
Cushioning IQ Cell Tech in Heel 
TPU Protection for Toe and Heel 
EVA Midsole 


static STEEL 

SD ST 

dissipative TOE 
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Puma 


643165 _ 

Men's Puma Black and Gray Elevate 
Knit SD Composite Toe Sneaker 



M: 7, 8, 9, 10, 11, 12, 13 

Safety Knit Upper 
Breath Active Functional Lining 
100 Percent Metal Free 
Static Dissipative Rated 
Vegan Friendly 
Evercushion BA Footbed 
TPU Protection in the Toe Area 


CT 


643845 _ 

Men's Puma Black Velocity 2.0 SD 
Composite Toe Sneaker 



M: 7, 8-12, 13, 14 

Durable Microfiber with TPU 
Strengthening 

Breath Active Functional Lining 

100 Percent Metal Free 

Static Dissipative Rated 

Vegan Friendly 

Evercushion BA Footbed 

Heel Support and Toe Cap Protection 



643645_ 

Men's Puma Brown EH Omni Low 
Steel Toe Sneaker 



M: 7, 8, 9, 10, 11, 12, 13 

Suede Leather with Breathable 
Sandwich Mesh Upper 
Breath Active Functional Lining 
Removable Evercomfort Sock Liner 
Electrical Hazard Rated 
Cushioning IQ Cell Tech in Heel 
Evercomfort Footbed 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


643855_ 

Men's Puma Blue Velocity 2.0 SD 
Composite Toe Sneaker 



M: 7, 8-12, 13, 14 

Durable Microfiber with TPU 
Strengthening 

Breath Active Functional Lining 

100 Percent Metal Free 

Static Dissipative Rated 

Vegan Friendly 

Evercushion BA Footbed 

Heel Support and Toe Cap Protection 


643835_ 

Men's Puma Black Motion 2.0 SD 
Composite Toe Sneaker 



M: 7, 8-12, 13, 14 

Durable Microfiber with TPU 
Strengthening 

Breath Active Functional Lining 

100 Percent Metal Free 

Static Dissipative Rated 

Vegan Friendly 

Quick Lacing System 

Heel Support and Toe Cap Protection 



644105 

Women's Puma Black with Yellow 
Trim Fuse TC Green SD Low Steel 
Safety Toe Sneaker 



M: 5, 6, 7, 8, 9, 10, 11 

Durable Microfiber Upper Highly 
Breathable Mesh 
Breath Active Functional Lining 
Evercushion BA Footbed 
Static Dissipative Rated 
Water Resistant 
Scuff Protection in the Toe Area 
TPU Heel Protection 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


SD I ST 

DISSIPATIVE I JOE 





























r 
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Puma 


644125 

Women's Puma Black and Blue Niobe 
SD Water Resistant Steel Toe 
Sneaker 



M: 5, 6, 7, 8, 9, 10, 11 

Smooth Water Resistant Full Leather 
Breath Active Functional Lining 
Evercushion BA Footbed 
Static Dissipative Rated 
Very Flexible 

Scuff Protection in the Toe Area 
Very Flexible with Extreme 
Cushioning 


STATIC I STEEL 

SD ST 

DISSIPATIVE TOE 


644215 

Men's Puma Black and Green Fuse 
TC SD Composite Toe Sneaker 



M: 7, 8, 9, 10, 11, 12, 13, 14 

FUSE.TEC Upper with Durable 
Microfibre 

Breath Active Functional Lining 
Evercushion BA Footbed 
Static Dissipative Rated 
100 Percent Metal Free 
Highly Breathable Sandwich Mesh 


STATIC 

SD 

DISSIPATIVE 


CT 

TOE 

















Reebok 


RB041 

Women's Reebok Black with Grey 
Trim Sublite Cushion Work EH 
Alloy Safety Toe Athletic Oxford 



M: 4-5, 6-10, 11, 12 
W: 4.5, 6-10, 11, 12 

Mesh with Webbing Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Electrical Hazard Rated 
Lightweight Comfort at 350 Grams Per 
Shoe 

No Exposed Metal 



RB049 

Women's Reebok Black Sublite 
Cushion Work Conductive Alloy 
Safety Toe Athletic Oxford 



M: 6-12 
W: 6-12 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
No Exposed Metal on Upper 
Conductive Footwear 
Extremely Lightweight and Flexible 
FootForce F2A Removable PU Cushion 
Footbed 
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RB045 

Women's Reebok Grey and Turquoise 
Sublite Cushion Work SD Alloy 
Safety Toe Athletic Oxford 



M: 6-12 
W: 6-12 

Mesh with Webbing Upper 

Moisture Wicking Nylon Mesh Lining 

MemoryTech Massage Removable Cushion 

Footbed Insole 

Static Dissipative Rated 

Lightweight Comfort at 350 Grams Per 

Shoe 


RB046 

Women's Reebok Navy and Pink 
Sublite Cushion Work EH Alloy 
Safety Toe Athletic Oxford 



M: 6-12 
W: 6-12 

Mesh with Webbing Upper 

Moisture Wicking Nylon Mesh Lining 

MemoryTech Massage Removable Cushion 

Footbed Insole 

Electrical Hazard Rated 

Lightweight Comfort at 350 Grams Per 

Shoe 


AT SD 


ALLOY I ELECTRICAL 


AT EH 



RB094 

Women's Reebok Grey and Black SD 
All Terrain Work Trail Running 
Steel Toe Oxford 



M: 6-12 
W: 6-12 

Mesh and Ripstop Fabric Upper 
Seamless Neoprene Lining with Bootie 
Design 

No Exposed Metal on Upper 
Static Dissipative Rated 
Dual Resistor 


static STEEL 

SD ST 

DISSIPATIVE TOE 


RB095 

Women's Reebok Black and Teal SD 
All Terrain Work Trail Running 
Steel Toe Oxford 



M: 6-10, 11, 12 
W: 6-10, 11,12 

Mesh and Ripstop Fabric Upper 
Seamless Neoprene Lining with Bootie 
Design 

No Exposed Metal on Upper 
Static Dissipative Rated 
Dual Resistor 


static STEEL 

SD ST 

DISSIPATIVE TOE 
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Reebok 


RBI 061 

Men's Reebok Black with Red Trim 
Beamer SD Composite Toe Seamless 
Athletic Oxford 


RBI 062 

Men's Reebok Beamer Black with 
Grey Trim EH Composite Extra Wide 
Toe Athletic Oxford 


RBI 067 

Men's Reebok Black with Grey Trim 
6" Beamer EH Waterproof Internal 
MetGuard Composite Toe Work Boot 


^! 

M: 6-12, 13, 14, 15 
W: 6-12, 13, 14 

Seamless Micro Mesh Upper 

Nylon Mesh Lining 

Removable Injected EVA Cushion 

Insert Insole 

Static Dissipative Rated 

100 Percent Non Metallic 

Extra Wide Toe Cap 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


RBI 068 

Men's Reebok Black with Grey Trim 
Beamer EH Waterproof Composite 
Toe Hiker 



M: 6-12, 13, 14, 15 
W: 6-12, 13, 14 

Leather Upper 

Nylon Mesh Lining 

Removable Injected EVA Cushion 

Insert Insole 

Electrical Hazard Rated 

100 Percent Non Metallic 

Extra Wide Toe Cap 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


RB110 

Women's Reebok Black Street Sport 
Soft Toe Jogger Oxford 



M: 6-12, 13, 14, 15 
W: 6-12, 13, 14 

Waterproof Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Waterproof Bootie Construction 
Electrical Hazard Rated 
Removable FootFuel Injected EVA 
Cushion Footbed 



RB1100 

Men's Reebok Black Street Sport 
Soft Toe Jogger Oxford 



M: 6-12, 13, 14, 15 
W: 6-12, 13, 14 

Waterproof Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Waterproof Bootie Construction 
Electrical Hazard Rated 
100 Percent Non Metallic with Extra 
Wide Toe Cap 


M: 6-12, 13 
W: 6-12, 13 

Easy Care Leather Upper 
Nylon Mesh Lining 
Street Sport Jogger Oxford 
Soft Toe 

100 Percent Non Metallic 
Removable EVA Cushion Insole Insert 
with Sponge Rubber Heel Wedge 


M: 6-12, 13, 14 
W: 6-11, 12, 13 

Easy Care Leather Upper 
Nylon Mesh Lining 
Street Sport Jogger Oxford 
Soft Toe 

100 Percent Non Metallic 
Removable EVA Cushion Insole Insert 
with Sponge Rubber Heel Wedge 





SOFT 

s 

TOE 


SOFT 

s 

TOE 
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Reebok 


RBI 42 

Women's Reebok Black Sublite 
Cushion Work EH No Exposed Metal 
Alloy Toe Athletic Mid Cut 


RBI 43 

Women's Reebok Black Sublite 
Cushion Work EH No Exposed Metal 
Alloy Toe Athletic Mid Cut 


RBI 56 

Women's Reebok Black EH Centose 
Street Sport Internal Met Guard 
Comp Toe Oxford 


^ f % ( 


M: 6-12 
W: 6-12 

Black Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Electrical Hazard Rated 
No Exposed Metal on Upper 
Rubber Heel and Forefoot Pads 


M: 6-12 
W: 6-12 

Black Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Electrical Hazard Rated 
No Exposed Metal on Upper 
Rubber Heel and Forefoot Pads 


M: 6-13 
W: 6-13 

Leather Upper 

Nylon Mesh Lining 

Street Sport Internal Met Guard 

Oxford 

Electrical Hazard Rated 
100 Percent Non Metallic 


ALLOY I ELECTRICAL 


AT EH 




COMPOSITE 

CT 


ELECTRICAL 

EH 


METATARSAL 

MG 


RBI 67 

Women's Reebok Black with Grey 
Trim 6" Beamer EH WP Internal 
MetGuard Comp Toe Work Boot 


RBI 73 

Women's Reebok Black EH Light 
Weight Composite Toe Skateboard 
Hi Top 


RBI 735 

Men's Reebok Black Dayod EH Light 
Weight Composite Toe Skateboard 
Hi Top 



M: 6-12 
W: 6-12 

Waterproof Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Waterproof Bootie Construction 
Electrical Hazard Rated 
Removable FootFuel Injected EVA 
Cushion Footbed 



M: 6-12 
W: 6-12 

Suede Leather Upper 
Nylon Mesh Lining 
Extra Wide Toe 
Electrical Hazard Rated 
100 Percent Non Metallic 
EVA Cushion Midsole 



M: 6-12, 13, 14 
W: 6-12, 13 

Suede Leather Upper 
Nylon Mesh Lining 
Extra Wide Toe 
Electrical Hazard Rated 
100 Percent Non Metallic 
EVA Cushion Midsole 


COMPOSITE I ELECTRICAL I METATARSAL 

CT EH MG 



CT EH 


CT EH 
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Reebok 


RBI 86 

Women's Reebok Black Jorie EH 
Composite Toe Sport Jogger Oxford 


%| 

M: 6-12 
W: 6-12 

Leather Upper 
Nylon Mesh Lining 
Street Sport Jogger Oxford 
Electrical Hazard Rated 
100 Percent Non Metallic 
EVA Cushion Midsole 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


RBI 91 

Women's Reebok Black Soyay EH 
Steel Toe Classic Skateboard Shoe 


RBI 860 

Men's Reebok Black Jorie EH 
Composite Toe Sport Jogger Oxford 


%| 

M: 6-12, 13, 14 
W: 6-12, 13 

Leather Upper 
Nylon Mesh Lining 
Street Sport Jogger Oxford 
Electrical Hazard Rated 
100 Percent Non Metallic 
EVA Cushion Midsole 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


RB1910 

Men's Reebok Black Soyay EH Steel 
Toe Classic Skateboard Shoe 



M: 6-12 
W: 6-12 

Suede Leather Upper 

Nylon Mesh Lining 

No Metal on Upper 

Electrical Hazard Rated 

EVA Cushion Midsole 

Removable EVA Cushion Insole Insert 

with Sponge Rubber Heel Wedge 


41 

M: 6-12, 13, 14 
W: 6-12, 13, 14 

Suede Leather Upper 

Nylon Mesh Lining 

No Metal on Upper 

Electrical Hazard Rated 

EVA Cushion Midsole 

Removable EVA Cushion Insole Insert 

with Sponge Rubber Heel Wedge 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


RBI 865 

Men's Reebok Black Centose EH 
Street Sport Internal Met Guard 
Comp Toe Oxford 



M: 6-12, 13, 14 
W: 6-12, 13 

Leather Upper 

Nylon Mesh Lining 

Street Sport Internal Met Guard 

Oxford 

Electrical Hazard Rated 
100 Percent Non Metallic 



RB1911 

Men's Reebok Black Reval EH Steel 
Toe Skate Inspired Work Oxford 



M: 7-11, 12, 14 
W: 9-11, 12, 13, 14 

Suede Leather Upper 
Moisture Wicking Nylon Mesh Lining 
No Exposed Metal on Upper 
Electrical Hazard Rated 
Steel Toe 

Memory Tech Memory Foam Cushion 
Removable Footbed 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 
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Reebok 


RBI 92 

Women's Reebok Navy Soyay EH 
Steel Toe Classic Skateboard Shoe 


RBI 920 

Men's Reebok Navy Soyay EH Steel 
Toe Classic Skateboard Shoe 


RBI 95 

Women's Reebok Navy Blue Suede 
Leather EH Steel Toe Retro Jogger 
Oxford 



M: 6-12 
W: 7-12 

Suede Leather Upper 

Nylon Mesh Lining 

No Metal on Upper 

Electrical Hazard Rated 

EVA Cushion Midsole 

Removable EVA Cushion Insole Insert 

with Sponge Rubber Heel Wedge 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


RBI 975 

Men's Reebok Navy Blue Suede 
Leather EH Steel Toe Retro Jogger 
Oxford 



M: 6-12, 13, 14 
W: 6-12, 13, 14 

Suede Leather Upper 

Nylon Mesh Lining 

No Metal on Upper 

Electrical Hazard Rated 

EVA Cushion Midsole 

Removable EVA Cushion Insole Insert 

with Sponge Rubber Heel Wedge 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


RB211 

Women's Reebok Black and Dark 
Grey Astroride EH Steel Toe Work 
Sneaker 



M: 6-12 
W: 6-12 

Suede Leather Upper 

Brushed Nylon Lining 

Electrical Hazard Rated 

No Metal on Upper 

EVA Midsole Wedge 

Dual Density Rubber Bottom Outsole 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


RB2210 

Men's Reebok Coal Grey and Navy 
Astroride SD Steel Toe Work 
Sneaker 


M: 6-12, 13, 14 
W: 6-12, 13 

Suede Leather Upper 

Brushed Nylon Lining 

No Exposed Metal on Upper 

Electrical Hazard Rated 

EVA Midsole Wedge 

Removable EVA Cushion Insert with 

Sponge Rubber Heel Wedge Insole 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 



M: 4-12 
W: 4-12 

Dual Layer Stretch Mesh Upper 
Moisture Wicking Ultrafine Nylon 
Fabric Lining 

No Exposed Metal on Upper 
Electrical Hazard Rated 
Astrofoam Cushion Midsole 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Dual Layer Stretch Mesh Upper 
Moisture Wicking Ultrafine Nylon 
Fabric Lining 

No Exposed Metal on Upper 
Static Dissipative Rated 
Astrofoam Cushion Midsole 


static STEEL 

SD ST 

dissipative TOE 



























Reebok 


RB2211 

Men's Reebok Black and Dark Grey 
Astroride EH Steel Toe Work 
Sneaker 



4E: 8-12, 13, 14 
M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Dual Layer Stretch Mesh Upper 
Moisture Wicking Ultrafine Nylon 
Fabric Lining 

No Exposed Metal on Upper 
Electrical Hazard Rated 
Astrofoam Cushion Midsole 


ELECTRICAL STEEL 

EH ST 

hazard XOE 


RB308 

Women's Reebok Navy Blue and Pink 
Astroride SD Steel Toe Athletic 
Oxford 



M: 6-12 
W: 6-12 

Breathable Synthetic Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
No Exposed Metal on Upper 
Low-Cut Design for Freedom of Motion 
Static Dissipative Rated 
MemoryTech Memory Foam Cushion 
Footbed 


static STEEL 

SD ST 

DISSIPATIVE TOE 
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RB248 

Women's Reebok Grey and Burgundy 
Work ULTK EH Composite Toe 
Athletic Oxford 



M: 6-12 
W: 6-12 

Ultraknit Seamless Synthetic Upper 
Nylon Mesh Lining 
No Exposed Metal on Upper 
Low-Cut Design for Freedom of Motion 
Electrical Hazard Rated 
MemoryTech Memory Foam Removable 
Cushion Footbed 


RB307 

Women's Reebok Black and Pink 
Astroride SD Steel Toe Athletic 
Oxford 


M: 6-12 
W: 6-12 

Breathable Synthetic and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
No Exposed Metal on Upper 
Low-Cut Design for Freedom of Motion 
Static Dissipative Rated 
MemoryTech Memory Foam Cushion 
Footbed 




CT EH 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


RB3400 RB3401 

Men's Reebok Navy and Black Men's Reebok Black and Grey 

Trailgrip Work EH Waterproof Trailgrip Work EH Waterproof 

Internal Metguard Alloy Toe Athletic Alloy Toe Athletic 


4?t 


M: 8-12, 13, 14, 15, 16 
W: 8-12, 13, 14, 15 

Waterproof Leather and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
DMXRide Foam Midsole 
Electrical Hazard Rated 
MicroWeb Lacing System 
MemoryTech Memory Foam Removable 
Cushion Footbed 


M: 8-12, 13, 14, 15, 16 
W: 8-12, 13, 14, 15 

Waterproof Leather and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
Electrical Hazard Rated 
MicroWeb Lacing System and DMXRide 
Foam Midsole 

MemoryTech Memory Foam Removable 
Cushion Footbed 


ALLOY METATARSAL V ALLOY ELECTRICAL ■ V 

AT EH MG <4 AT EH <4 

TOE CAP HAZARD GUARD p ^ F TOE CAP HAZARD I 





























r 
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Reebok 


RB3402 

Men's Reebok Grey and Black 
Trailgrip Work EH Alloy Toe 
Athletic Oxford 


%,! 

M: 8-12, 13, 14, 15, 16 
W: 8-12, 13, 14, 15 

Synthetic and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
DMXRide Foam Midsole 
Electrical Hazard Rated 
MicroWeb Lacing System 
MemoryTech Memory Foam Removable 
Cushion Footbed 



RB3501 

Men's Reebok Black Guide Work SD 
Steel Toe Performance Cross 
Trainer 


RB350 

Women's Reebok Black Guide Work 
EH Metal Free Soft Toe Peformance 
Cross Trainer 


I 

M: 6-10, 11, 12 
W: 6-10, 11, 12 

Black Leather Upper 

Moisture Wicking Nylon Mesh Lining 

R52 Rebounding EVA Midsole 

Electrical Hazard Rated 

Security Friendly - 100 Percent Non 

Metallic 


RB3506_ 

Men's Reebok Black Guide Work EH 
Internal Met Guard Steel Toe 
Cross Trainer 


RB3500 _ 

Men's Reebok Black Guide Work EH 
Metal Free Soft Toe Peformance 
Cross Trainer 


I 

M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Black Leather Upper 

Moisture Wicking Nylon Mesh Lining 

R52 Rebounding EVA Midsole 

Electrical Hazard Rated 

Security Friendly - 100 Percent Non 

Metallic 


RB351 

Women's Reebok Black Guide Work 
SD Steel Toe Performance Cross 
Trainer 



EH 



EH 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Black Leather Upper 
Moisture Wicking Nylon Mesh Lining 
R52 Rebounding EVA Midsole 
Static Dissipative Rated 
No Exposed Metal on Upper 
MemoryTech Memory Foam Removable 
Cushion Footbed 


static STEEL 

SD ST 

DISSIPATIVE TOE 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Black Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Flex Met Internal Metatarsal Guard 
Electrical Hazard Rated 
No Exposed Metal on Upper 
MemoryTech Memory Foam Removable 
Cushion Footbed 


ELECTRICAL METATARSAL STEEL 

EH MG ST 

HAZARD GUARD I TOE 



M: 6-10, 11, 12 
W: 6-10, 11, 12 

Black Leather Upper 
Moisture Wicking Nylon Mesh Lining 
R52 Rebounding EVA Midsole 
Static Dissipative Rated 
No Exposed Metal on Upper 
MemoryTech Memory Foam Removable 
Cushion Footbed 


static STEEL 

SD ST 

dissipative TOE 
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Reebok 


RB354 

Women's Reebok Navy and Light 
Blue Guide Work EH Steel Toe 
Performance Cross Trainer 


RB360 

Women's Reebok Purple DMX Flex 
Work SD Alloy Toe Athletic Oxford 


RB3602 

Men's Reebok Black and Orange DMX 
Flex Work EH Alloy Toe Athletic 
Oxford 



f 

M: 6-10, 11, 12 
W: 6-10, 11, 12 

Blue Leather Upper 
Moisture Wicking Nylon Mesh Lining 
R52 Rebounding EVA Midsole 
Electrical Hazard Rated 
No Exposed Metal on Upper 
MemoryTech Memory Foam Removable 
Cushion Footbed 


RB3604 

Men's Reebok Grey and Blue DMX 
Flex Work EH Alloy Toe Athletic 
Oxford 


M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Leather and Mesh Upper 

Moisture Wicking Nylon Mesh Lining 

DMX Moving Air Technology 

Electrical Hazard Rated 

No Exposed Metal on Upper 

MemoryTech Massage Removable Cushion 

Footbed 


M: 6-10, 11, 12 
W: 6-10, 11, 12 

Leather and Mesh Upper 

Moisture Wicking Nylon Mesh Lining 

Dual Resistor 

Static Dissipative Rated 

No Exposed Metal on Upper 

MemoryTech Massage Removable Cushion 

Footbed 


ALLOY 

AT 

STEEL 

ST 

TOE CAP 

TOE 


RB4005 

Men's Reebok Grey with Red Trim 
Sublite Work EH Steel Toe 
Athletic Oxford 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Leather with MicroWeb Upper 
Moisture Wicking Nylon Mesh Lining 
Removable FootFuel Injected EVA 
Cushion Footbed 
Electrical Hazard Rated 
No Exposed Metal on Upper 
Sublite EVA Cushion Midsole 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 


M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Black Leather Upper 

Moisture Wicking Nylon Mesh Lining 

DMX Moving Air Midsole 

Electrical Hazard Rated 

No Exposed Metal on Upper 

MemoryTech Massage Removable Cushion 

Footbed 



RB4015 

Men's Reebok Black with Grey Trim 
Sublite Work SD Soft Toe Athletic 
Oxford 


i 

M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Leather with MicroWeb Upper 
Moisture Wicking Nylon Mesh Lining 
Removable FootFuel Injected EVA 
Cushion Footbed 
Static Dissipative Rated 
100 Percent Non Metallic 
Sublite EVA Cushion Midsole 


AT 


EH 


SD 



EH 
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Reebok 


RB4016 

Men's Reebok Black with Grey Trim 
Sublite Work SD Steel Toe 
Athletic Oxford 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Leather with MicroWeb Upper 
Moisture Wicking Nylon Mesh Lining 
Removable FootFuel Injected EVA 
Cushion Footbed 
Static Dissipative Rated 
No Exposed Metal on Upper 
Sublite EVA Cushion Midsole 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


RB4038 

Men's Reebok Black Sublite 
Cushion Work EH Composite Toe 
Athletic Oxford 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Microfiber and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Electrical Hazard Rated 
Extra Wide Toe 
No Exposed Metal 


CT EH 


RB4036 

Men's Reebok Black Sublite 
Cushion Work ESD Composite Toe 
Athletic Shoe 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Leather Uppers 

Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Static Dissipative Rated 
No Exposed Metal on Upper 
Extra Wide Toe 

Rubber Heel and Forefoot Pads 



RB4039 

Men's Reebok Black Sublite 
Cushion Work SD Composite Toe 
Athletic Oxford 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Microfiber and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Static Dissipative Rated 
Extra Wide Toe 
No Exposed Metal 


CT SD 


RB4037 

Men's Reebok Black Sublite 
Cushion Work EH Alloy Safety Toe 
Slip On Athletic Shoe 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Microfiber and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Electrical Hazard Rated 
Extra Wide Toe 
No Exposed Metal 



RB4040 

Men's Reebok Blue and Grey 
Sublite Cushion Work SD Alloy 
Safety Toe Athletic Oxford 



4E: 7-12, 13, 14 
M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Mesh with Webbing Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Static Dissipative Rated 
No Exposed Metal on Upper 
Dual Resistor 


ALLOY STATIC 

AT SD 

TOE CAP DISSIPATIVE 
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Reebok 


RB4041 

Men's Reebok Black with Gray Trim 
Sublite Cushion Work EH Alloy 
Safety Toe Athletic Oxford 


RB4042 

Men's Reebok Grey Sublite Cushion 
Work EH Alloy Safety Toe Athletic 
Oxford 


RB4043 

Men's Reebok Navy Sublite Cushion 
Work SD Alloy Safety Toe Athletic 
Oxford 



4E: 7-12, 13, 14 
M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Mesh with Webbing Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Electrical Hazard Rated 
Lightweight Comfort at 350 Grams Per 
Shoe 



RB4046 

Men's Reebok Black Sublite 
Cushion Work EH Internal Met 
Guard Alloy Toe Athletic Oxford 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Mesh with Webbing Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Electrical Hazard Rated 
Lightweight Comfort at 350 Grams Per 
Shoe 

No Exposed Metal 



RB4048 

Men's Reebok Grey with Red Trim 
Sublite Cushion Work EH Alloy 
Safety Toe Athletic Oxford 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Mesh with Webbing Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Static Dissipative Rated 
Lightweight Comfort at 350 Grams Per 
Shoe 

No Exposed Metal 


ALLOY STATIC 

AT SD 

TOE CAP DISSIPATIVE 


RB4049 

Men's Reebok Black Sublite 
Cushion Work Conductive Alloy 
Safety Toe Athletic Oxford 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Black Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Electrical Hazard Rated 
CushGuard Internal Met Guard 
Sublite EVA Cushion Midsole 
Full Foot Flex Grooves for Improved 
Mobility and Flex 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Microfiber and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Electrical Hazard Rated 
XTR Alloy Toe 
No Exposed Metal on Upper 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
No Exposed Metal on Upper 
Conductive Footwear 
Extremely Lightweight and Flexible 
FootForce F2A Removable PU Cushion 
Footbed 



ALLOY I ELECTRICAL 


AT EH 



alloy I _ _ 

AT CD 



























Reebok 


RB4092 

Men's Reebok Sage and Black All 
Terrain Work EH Steel Toe Running 
Oxford 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Mesh and Ripstop Fabric Upper 
Seamless Neoprene Lining with Bootie 
Design 

No Exposed Metal on Upper 

Electrical Hazard Rated 

Flex Grooves Offer Enhanced Grip 


ELECTRICAL STEEL 

EH ST 

hazard XOE 


RB4141 

Men's Reebok Black Sublite 
Cushion Work SD Alloy Safety Toe 
Athletic Hightop 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Microfiber and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Static Dissipative Rated 
Rubber Heel and Forefoot Pads 
No Exposed Metal on Upper 


ALLOY STATIC 

AT SD 

TOE CAP DISSIPATIVE 
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RB4093 

Men's Reebok Black and Red All 
Terrain Work SD Steel Toe Trail 
Running Oxford 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Mesh and Ripstop Fabric Upper 
Seamless Neoprene Lining with Bootie 
Design 

No Exposed Metal on Upper 
Static Dissipative Rated 
Dual Resistor 


RB411 

Women's Reebok Black with Gray 
Trim Sublite Cushion Work SD 
Alloy Safety Toe Athletic Hightop 


M: 6-12 
W: 6-12 

Microfiber and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Static Dissipative Rated 
Rubber Heel and Forefoot Pads 
No Exposed Metalq 




ST 

TOE 


RB4142 

Men's Reebok Black Sublite 
Cushion Work EH Alloy Toe 
Athletic Mid Cut 


AT SD 


RB4143 

Men's Reebok Black Sublite 
Cushion Work EH Internal Met 
Guard Alloy Toe Athletic Mid Cut 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Black Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Electrical Hazard Rated 
No Exposed Metal on Upper 
Rubber Heel and Forefoot Pads 


M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Black Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Cushguard Internal Met Guard 
Electrical Hazard Rated 
No Exposed Metal on Upper 
Sublite EVA Cushion Midsole with 
Rubber Heel and Forefoot Pads 


ALLOY I ELECTRICAL 


AT EH 

























Reebok 


RB4144 

Men's Reebok Black Sublite 
Cushion Work EH Waterproof 
Composite Toe Athletic Mid Cut 


RB415 

Women's Reebok Black with Grey 
Trim Sublite Work SD Soft Toe 
Athletic Oxford 


RB416 

Women's Reebok Black with Grey 
Trim Sublite Work SD Steel Toe 
Athletic Oxford 





M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 


M: 6-12 
W: 6-12 


M: 6-11 
W: 6-11 




Microfiber and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
No Exposed Metal on Upper 
Electrical Hazard Rated 
Extra Wide Toe 

Sublite EVA Cushion Midsole with 
Rubber Heel and Forefoot Pads 


Leather with MicroWeb Upper 
Moisture Wicking Nylon Mesh Lining 
Removable FootFuel Injected EVA 
Cushion Footbed 
Static Dissipative Rated 
100 Percent Non Metallic 
Sublite EVA Cushion Midsole 


Leather with MicroWeb Upper 
Moisture Wicking Nylon Mesh Lining 
Removable FootFuel Injected EVA 
Cushion Footbed 
Static Dissipative Rated 
No Exposed Metal on Upper 
Sublite EVA Cushion Midsole 



RB417 

Women's Reebok Black Tyak 
Conductive High Performance 
Composite Toe Athletic Oxford 


SOFT STATIC 

S SD 

TOE dissipative 


RB4177 

Men's Reebok Black Tyak 
Conductive High Performance 
Composite Toe Athletic Oxford 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


RB424 

Women's Reebok White SD Sublite 
Work Soft Toe Sneaker 





M: 5-13 
W: 5-13 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Removable F2A Dual Density PU 
Cushion Insert 
Conductive Style 
100 Percent Non Metallic 


M: 6-11, 12, 13, 14, 15, 16 
W: 6-11, 12, 13, 14, 15 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Removable F2A Dual Density PU 
Cushion Insert 
Conductive Style 
100 Percent Non Metallic 


M: 6-12 
W: 6-12 

Leather and MicroWeb Upper 
Moisture Wicking Nylon Mesh Lining 
100 Percent Non Metallic 
Static Dissipative Rated 
Dual Resistor 

Sublite EVA Cushion Midsole 
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Reebok 


RB4248 

Men's Reebok Grey and Black Work 
ULTK SD Composite Toe Athletic 
Oxford 


RB4249 

Men's Reebok Black and White Work 
ULTK SD Composite Toe Athletic 
Oxford 


RB4250 

Men's Reebok Navy ZPRINT WORK 
Steel Toe EH Athletic Oxford 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Ultraknit Seamless Synthetic Upper 
Nylon Mesh Lining 
No Exposed Metal on Upper 
Low-Cut Design for Freedom of Motion 
Electrical Hazard Rated 
MemoryTech Memory Foam Removable 
Cushion Footbed 


CT SD 


RB4251 

Men's Reebok Black ZPRINT WORK 
Steel Toe SD Athletic Oxford 


ifet 

M: 4-12, 13, 14, 15, 16 
W: 4-12, 13, 14, 15, 16 

Seamless Textile and Mesh Upper 
Moisture Wicking Ultrafine Nylon 
Fabric 

No Exposed Metal on Upper 
Static Dissipative Rated 
Foot Mapped 3D Foam Midsole 
Dual Resistor 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Ultraknit Seamless Synthetic Upper 
Nylon Mesh Lining 
No Exposed Metal on Upper 
Low-Cut Design for Freedom of Motion 
Electrical Hazard Rated 
MemoryTech Memory Foam Removable 
Cushion Footbed 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


RB4252 

Men's Reebok Dark Grey ZPRINT 
WORK EH Steel Toe Athletic Oxford 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Seamless Textile and Mesh Upper 
Moisture Wicking Ultrafine Nylon 
Fabric 

No Exposed Metal on Upper 
Electrical Hazard Rated 
Foot Mapped 3D Foam Midsole with 
Perimeter Grid 


M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Seamless Textile and Mesh Upper 
Moisture Wicking Ultrafine Nylon 
Fabric 

No Exposed Metal on Upper 
Electrical Hazard Rated 
Foot Mapped 3D Foam Midsole with 
Perimeter Grid 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


RB4327 

Men's Reebok Golden Tan Tyak 
Conductive Classic Performance 
Composite Toe Hiker 



M: 6-11, 12, 13, 14, 15 
W: 6-11, 12, 13, 14, 15 

Nubuc Leather Upper 
Moisture Wicking Nylon Mesh 
Extra Wide Toe 
100 Percent Non Metallic 
Heel Airbag 

Dual Density Outsole Non Marking 
Rubber Bottom and EVA Midsole 


SD I ST 

DISSIPATIVE I JOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


COMPOSITE 

CT 


CD 
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Reebok 


RB4333 

Men's Reebok Brown Tiahawk EH 
Internal MetGuard Composite Toe 
Sport Hiker 



M: 6-12, 13, 14 
W: 6-12, 13 

Leather Upper 
Nylon Mesh Lining 
100 Percent Non Metallic 
Electrical Hazard Rated 
Heel Airbag 



RB438 

Women's Reebok Golden Tan 6" Tyak 
SD Classic Performance Comp Toe 
Athletic Hiker 



M: 5-13 
W: 5-13 

Nubuc Leather Upper 

Nylon Mesh Lining 

Dual Density Outsole 

Dual Resistor Technology for Static 

Dissipative Rated 

Aircom Heel Airbag and Extra Wide 
Toe 



RB434 RB437 

Women's Reebok White SD Sublite Women's Reebok Golden Tan Tyak 
Work Steel Toe Athletic Sneaker Conductive Classic Performance 

Composite Toe Hiker 



M: 6-12 
W: 6-12 

Leather and MicroWeb Upper 
Moisture Wicking Nylon Mesh Lining 
No Exposed Metal on Upper 
Static Dissipative Rated 
Dual Resistor 

Sublite EVA Cushion Midsole 


M: 5, 6-13 
W: 6-13 

Nubuc Leather Upper 
Tailex Lining 
Extra Wide Toe 
100 Percent Non Metallic 
Heel Airbag 

Dual Density Outsole Non Marking 
Rubber Bottom and EVA Midsole 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


CT 

TOE 


CD 


RB4388 RB444 

Men's Reebok Golden Tan 6" Tyak Women's Reebok Brown 5" Tiahawk 
SD Classic Performance Comp Toe EH Waterproof Composite Toe Sport 
Athletic Hiker Hiker 



M: 6-12, 13, 14, 15, 16 
W: 6-12, 13, 14, 15, 16 

Nubuc Leather Upper 

Nylon Mesh Lining 

Dual Density Outsole 

Dual Resistor Technology for Static 

Dissipative Rated 

Aircom Heel Airbag and Extra Wide 
Toe 



M: 6-12 
W: 6-12 

Water Resistant Full Grain Leather 
Upper 

Nylon Mesh Lining with Waterproof 
Membrane 
Aircom Heel Airbag 
Electrical Hazard Rated 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 
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Reebok 


RB4442 

Men's Reebok White SD Sublite 
Work Soft Toe Sneaker 


RB4443 

Men's Reebok White SD Sublite 
Work Steel Toe Athletic Sneaker 


RB4444 

Men's Reebok Brown 5" Tiahawk EH 
Waterproof Composite Toe Sport 
Hiker 



M: 7-12, 13, 14, 15 
W: 7-11, 12, 13, 14 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 


Leather and MicroWeb Upper 
Moisture Wicking Nylon Mesh Lining 
100 Percent Non Metallic 
Static Dissipative Rated 
Dual Resistor 

Sublite EVA Cushion Midsole 


Leather and MicroWeb Upper 
Moisture Wicking Nylon Mesh Lining 
No Exposed Metal on Upper 
Static Dissipative Rated 
Dual Resistor 

Sublite EVA Cushion Midsole 



M: 6-12, 13, 14, 15 
W: 6-12, 13, 14 
XW: 8-12, 13 

Water Resistant Full Grain Leather 
Upper 

Nylon Mesh Lining with Waterproof 
Membrane 
Aircom Heel Airbag 
Electrical Hazard Rated 


SOFT STATIC 

S SD 

TOE dissipative 


RB455 

Women's Reebok Black Tiahawk EH 
Waterproof Composite Toe Sport 
Hiker 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


RB4555 

Men's Reebok Black Tiahawk EH 
Waterproof Composite Toe Sport 
Hiker 



RB459 

Women's Reebok Black and White 
Ketia EH Composite Toe 
Performance Cross Trainer 



M: 6-12 
W: 6-12 

Water Resisting Leather Upper 

Nylon Mesh Lining with Waterproof 

Membrane 

Aircom Heel Airbag 

Electrical Hazard Rated 

100 Percent Non Metallic 


M: 6-12, 13, 14, 15 
W: 6-12, 13, 14 
XW: 8-12, 13 

Water Resisting Leather Upper 

Nylon Mesh Lining with Waterproof 

Membrane 

Aircom Heel Airbag 

Electrical Hazard Rated 

100 Percent Non Metallic 


M: 6-12 
W: 6-12 

Leather Upper 
Nylon Mesh Lining 
Tri Density Rubber Outsole 
Electrical Hazard Rated 
EVA Cushion Midsole 
100 Percent Non Metallic 




CT EH 
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Reebok 


RB460 

Women's Reebok Black Sublite 
Cushion Work EH Internal Met 
Guard Alloy Toe Athletic Oxford 



M: 6-12 
W: 6-12 

Black Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Electrical Hazard Rated 
CushGuard Internal Met Guard 
Full Foot Flex Grooves for Improved 
Mobility and Flex 



RB4625 

Men's Reebok Black Heckler SD 
Composite Toe Seemless Athletic 
Oxford with Nanoweb 


RB4607 

Men's Reebok Black 6" EH Sublite 
Cushion Alloy Toe Athletic Work 
Boot 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Microfiber and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Alloy Toe Reduces Weight while 
Maintaining Protection 
Electrical Hazard Rated 



RB467 

Women's Reebok Black 6" EH 
Sublite Cushion Alloy Toe 
Athletic Work Boot 


RB4608 

Men's Reebok Brown 6" EH Sublite 
Cushion Composite Toe Athletic 
Work Boot 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
100 Percent Non Metallic 
Electrical Hazard Rated 
Full Foot Flex Grooves for Improved 
Mobility and Flex 



RB4830 

Men's Reebok Black with Blue Trim 
Ateron EH Steel Toe Performance 
Cross Trainer 



M: 6-12, 13, 14, 15 
W: 6-12, 13, 14 

Nanoweb Upper 
Nylon Mesh Lining 
100 Percent Non Metallic 
Static Dissipative Rated 
Dual Resistor 

Lightweight Injected EVA Cushion 
Midsole 



M: 6-12 
W: 6-12 

Microfiber and Mesh Upper 
Moisture Wicking Nylon Mesh Lining 
Sublite EVA Cushion Midsole 
Alloy Toe Reduces Weight while 
Maintaining Protection 
Electrical Hazard Rated 



M: 6-12, 13, 14 
W: 6-12, 13, 14 

Leather Upper 
Nylon Mesh Lining 
No Exposed Metal on Upper 
Electrical Hazard Rated 
Removable EVA Insert 
Sponge Rubber Heel 
EVA Midsole 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


ALLOY I ELECTRICAL 


AT EH 



ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Reebok 


RB4895 RB655 RB6750 

Men's Reebok Black and White Women's Reebok Black 6" Trainex Men's Reebok Black 6" Trainex EH 

Ketia EH Composite Toe EH Internal MetGuard Athletic Composite Toe Sport Boot 

Performance Cross Trainer Composite Toe Boot 



M: 6-12, 13, 14 
W: 6-12, 13 

Leather Upper 
Nylon Mesh Lining 
Tri Density Rubber Outsole 
Electrical Hazard Rated 
EVA Cushion Midsole 
100 Percent Non Metallic 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


RB6755 

Men's Reebok Black 6" Trainex EH 
Internal MetGuard Athletic 
Composite Toe Boot 


M: 6-12 
W: 6-12 

Leather Upper 

Nylon Mesh Lining 

Electrical Hazard Rated 

100 Percent Non Metallic 

90 Degree Heel and PU Cushion 

Midsole with Heel Airbag 



RB6765 

Men's Reebok Black 6" Trainex EH 
Waterproof CSA-ESR CSA-PR 
Composite Toe Sport Boot 


EW: 8-12, 13 

M: 6-11, 12, 13, 14, 15, 16 
W: 6-11, 12, 13, 14, 15, 16 

Leather Upper 

Nylon Mesh Lining 

Electrical Hazard Rated 

100 Percent Non Metallic 

90 Degree Heel and PU Cushion 

Midsole with Heel Airbag 


CT EH 


RB7000 

Men's Reebok Black 6" ZigKick 
Work EH Composite Toe Athletic 
Sport Boot 



M: 4-12, 13, 14 
W: 4-12, 13 

Leather Upper 

Nylon Mesh Lining 

Electrical Hazard Rated 

100 Percent Non Metallic 

90 Degree Heel and PU Cushion 

Midsole with Heel Airbag 


M: 6-11, 12, 13, 14, 15 
W: 6-11, 12, 13, 14 

Water Resistant Full Grain Leather 
Upper 

Nylon Mesh Lining and Waterproof 

Membrane 

Aircom Heel Airbag 

Electrical Hazard Rated 

100 Percent Non Metallic 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Removable FootFuel Injected EVA 
Cushion Footbed 
Electrical Hazard Rated 
100 Percent Non Metallic 
Extra Wide Toe 
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Reebok 


RB7005 

Men's Reebok Brown 6" Zigkick 
Work SD Athletic Composite Toe 
Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Removable FootFuel Injected EVA 
Cushion Footbed 
Static Dissipative Rated 
Metal Free 
Extra Wide Toe 



RB7605 

Men's Reebok Dark Brown 6" 
ZigKick Work EH Internal MetGuard 
Carbon Toe Athletic Hiker 



M: 7-8.5, 9.5-12, 13, 14, 15 
W: 7-12, 13, 14 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
100 Percent Non Metallic 
Electrical Hazard Rated 
Extra Wide Toe and Flex-Met Internal 
Met Guard 


:arbon fiber ELECTRICAL METATARSAL 

CF EH MG 

TOC HAZARD GUARD 


RB750 

Women's Reebok Black 6" Trainex 
EH Composite Toe Sport Boot 


RB755 

Women's Reebok Brown 6" Trainex 
SD Composite Toe Sport Boot 




M: 6-12 
W: 6-12 


M: 6-11 
W: 6-11 


Leather Upper 

Nylon Mesh Lining 

Electrical Hazard Rated 

100 Percent Non Metallic 

90 Degree Heel and PU Cushion 

Midsole with Heel Airbag 


Full Grain Leather Upper 
Nylon Mesh Lining 
Static Dissipative Rated 
100 Percent Non Metallic 
Aircom Heel Airbag 
Aircom Heel Airbag 


CT EH 


RB765 

Women's Reebok Black Trainex 6” 
EH Waterproof CSA-ESR CSA-PR 
Composite Toe Sport Boot 


CT SD 


RB7755 

Men's Reebok Dark Brown 6" 
Trainex SD Composite Toe Sport 
Boot 



M: 6-12 
W: 6-12 

Water Resistant Full Grain Leather 
Upper 

Nylon Mesh Lining and Waterproof 

Membrane 

Aircom Heel Airbag 

Electrical Hazard Rated 

100 Percent Non Metallic 


M: 6-11, 12, 13, 14, 15, 16 
W: 6-11, 12, 13, 14, 15, 16 

Full Grain Leather Upper 

Nylon Mesh Lining 

Aircom Heel Airbag 

Static Dissipative Rated 

100 Percent Non Metallic 

Removable EVA Cushion Insert Insole 

with Sponge Rubber Heel Wedge 


Q<§ 





COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 
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Reebok 


RB8105 

Men's Reebok Black Sublite 
Cushion Tactical EH Soft Toe Shoe 



M: 4-12, 13, 14, 15, 16 
W: 4-12, 13, 14, 15 

Leather and Ballistic Nylon Upper 
Moisture Wicking Nylon Mesh Lining 
Soft Toe 

Electrical Hazard Rated 
100 Percent Non Metallic 
Memory Tech Massage Cushion 
Removable Footbed 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 


RB8807 

Men's Reebok Black 8" EH Sublite 
Cushion Tactical Waterproof 
Composite Toe Boot 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Leather and Ballistic Nylon Upper 
Moisture Wicking Nylon Mesh Lining 
Waterproof 

Electrical Hazard Rated 
Extra Wide Toe 

Memory Tech Massage Cushion 
Removable Footbed 



RB8405 

Men's Reebok Black 5" Sublite 
Cushion Tactical EH Soft Toe Shoe 



M: 4-12, 13, 14, 15, 16 
W: 4-12, 13, 14, 15 

Leather and Ballistic Nylon Upper 
Moisture Wicking Nylon Mesh Lining 
Soft Toe 

Electrical Hazard Rated 
100 Percent Non Metallic 
Memory Tech Massage Cushion 
Removable Footbed 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 


RB8809 _ 

Men's Reebok Tan 8" EH Sublite 
Cushion Tactical Composite Toe 
Side Zip Boot 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Cattle Hide Leather and Ballistic 
Nylon Upper 

Moisture Wicking Nylon Mesh Lining 
100 Percent Non Metallic 
Electrical Hazard Rated 
YKK Side Zipper 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


RB8605 _ 

Men's Reebok Black 6" Sublite 
Cushion Tactical EH Side Zip Soft 
Toe Shoe 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15 

Leather and Ballistic Nylon Upper 
Moisture Wicking Nylon Mesh Lining 
Soft Toe 

Electrical Hazard Rated 
YKK Side Zipper 
Memory Tech Massage Cushion 
Removable Footbed 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 
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Reebok - Duty Uniform 


RB864 


RB8674 


RB8694 


Women's Reebok Black 6" Rapid 
Response Side Stealth EH 
Composite Toe Side Zip Boot 



M: 6-12 
W: 6-12 

Smooth Leather and Ballistic Leather 
Upper 

Nylon Mesh Lining 

Extra Wide Toe and YKK Side Zipper 
Electrical Hazard Rated 
100 Percent Non Metallic 
Shock Eliminator Heel Cushion 


Men's Reebok Black 6" Rapid 
Response Side Stealth EH 
Composite Toe Side Zip Boot 



M: 6-12, 13, 14 
W: 6-12, 13 

Smooth Leather and Ballistic Leather 
Upper 

Nylon Mesh Lining 

Extra Wide Toe and YKK Side Zipper 
Electrical Hazard Rated 
100 Percent Non Metallic 
Shock Eliminator Heel Cushion 


Men's Reebok Desert Tan 6" EH 
Stealth Side Zip Composite Toe 
Tactical Boot 


M: 6-12, 13, 14 
W: 6-12, 13 

Suede Leather and Ballistic Nylon 
Upper 

Nylon Mesh Lining 
Electrical Hazard Rated 
100 Percent Non Metallic 
Extra Wide Toe 




CT EH 


CT EH 


CT EH 


RB8695 


RB874 


RB885 


Men's Reebok Desert Tan 6" Rapid 
Response Stealth Soft Toe Side 
Zip Boot 


Women's Reebok Black 8" Rapid 
Response Stealth EH Composite Toe 
Side Zip Boot 


Women's Reebok Coyote 8" Rapid 
Response EH Composite Toe Side 
Zip Boot 



M: 6-12, 13, 14, 15 
W: 6-12, 13, 14, 15 

Suede Leather and Ballistic Nylon 
Upper 

Nylon Mesh Lining 
Side Zipper 

100 Percent Non Metallic 
Shock Eliminator Heel Cushion 


M: 5-11 
W: 5-11 

Smooth Leather and Ballistic Nylon 
Upper 

Nylon Mesh Lining 
Side Zipper 

Electrical Hazard Rated 
100 Percent Non Metallic 
Shock Eliminator Heel Cushion 


M: 5-10, 11, 12 
W: 5-10, 11, 12 

Cattle Hide Leather and Ballistic 
Nylon Upper 
Nylon Mesh Lining 
Side Zipper 

Electrical Hazard Rated 
100 Percent Non Metallic 
Extra Wide Toe 


CT EH 


CT EH 































Reebok - Duty Uniform 


RB8850 


RB8874 


RB8894 


Men's Reebok Coyote 8" Rapid 
Response EH Composite Toe Side 
Zip Boot 


Men's Reebok Black 8" Rapid 
Response Stealth EH Composite Toe 
Side Zip Boot 


Men's Reebok Desert Tan 8" Rapid 
Response Stealth EH Composite Toe 
Side Zip Boot 




M: 6-12, 13, 14, 15 
W: 6-12, 13, 14, 15 


M: 6-12, 13, 14, 15 
W: 6-12, 13, 14, 15 


M: 6-12, 13, 14 
W: 6-12, 13, 14, 15 


Cattle Hide Leather and Ballistic 
Nylon Upper 
Nylon Mesh Lining 
Side Zipper 

Electrical Hazard Rated 
100 Percent Non Metallic 
Extra Wide Toe 


Smooth Leather and Ballistic Nylon 
Upper 

Nylon Mesh Lining 
Side Zipper 

Electrical Hazard Rated 
100 Percent Non Metallic 
Shock Eliminator Heel Cushion 


Suede Leather and Ballistic Nylon 
Upper 

Nylon Mesh Lining 
Extra Wide Toe 
Electrical Hazard Rated 
100 Percent Non Metallic 


CT EH 


CT EH 


CT EH 


RB894 

Women's Reebok Desert Tan 8" 
Rapid Response Stealth EH 
Composite Toe Side Zip Boot 



M: 5-11 
W: 5-11 

Suede Leather and Ballistic Nylon 
Upper 

Nylon Mesh Lining 
Extra Wide Toe 
Electrical Hazard Rated 
100 Percent Non Metallic 


CT EH 
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Rockport Works 


RK465 

Women's Rockport Works Black 6" 
More Energy EH Internal MetGuard 
Comp Toe Boot 



M: 6-12 
W: 6-12 

Full Grain Leather Upper 
Moisture Wicking Lining with Nylon 
Mesh 

100 Percent Non Metallic 
Extra Wide Toe 
Electrical Hazard Rated 
Direct Attach PU Midsole 


RK500 

Women's Rockport Black truSTRIDE 
EH Steel Toe Slip On 



M: 6-12 
W: 6-12 

Nubuck Leather Upper 
Moisture Wicking Micromesh Lining 
EVA Cushion Removable Footbed 
Electrical Hazard Rated 
truTECH Shock Absorbing Heel Pad 
Steel Toe 


COMPOSITE ■ ELECTRICAL I METATARSAL 

CT EH MG 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


RK600 

Women's Rockport Black Top Shore 
SD Steel Toe Penny Loafer 


RK635 

Women's Rockport Works Black 6” 
More Energy EH Waterproof 
Composite Toe Work Boot 



M: 6-12 
W: 6-12 

Leather Upper 

Imitation leather Lining with Anti 
Slip Heel Counter 

Removable Wrapped Memory Foam 
Cushion Insole Insert 
Static Dissipative Rated 
Dual Resistor 


M: 6-12 
W: 6-12 

Waterpoof Tumbled Full Grain Leather 
Upper 

Moisture Wicking Lining with Nylon 

Mesh Lining 

Extra Wide Toe 

100 Percent Non Metallic 

Electrical Hazard Rated 


SD I ST 

DISSIPATIVE I JOE 



RK501 

Women's Rockport Dark Brown 
truSTRIDE EH Steel Toe Slip On 



M: 6-12 
W: 6-12 

Nubuck Leather Upper 

Moisture Wicking Micromesh Lining 

EVA Cushion Removable Footbed 

Electrical Hazard Rated 

truTECH Shock Absorbing Heel Pad 

proWalker Rubber Outsole is Slip and 

Abrasion Resistant 


ELECTRICAL STEEL 

EH ST 

HAZARD JOE 


RK638 

Women's Rockport Black ESD 
Sailing Club 3 Eye Tie Steel Toe 
Boat Shoe 


| 

M: 6-10, 11 
W: 6-10, 11 

Leather Upper 
Brushed Microfiber Lining 
Dual Resistor Technology 
Static Dissipative Rated 
Removable EVA Cushion Insert with 
Heel Stabilizer Cup 


static STEEL 

SD ST 

dissipative TOE 
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Rockport Works 


RK6465 

Men's Rockport Works Black 6" 
More Energy EH Internal MetGuard 
Comp Toe Boot 


M: 6-12, 13, 14 
W: 6-12, 13 

Full Grain Leather Upper 

Moisture Wicking Nylon Mesh Lining 

Extra Wide Toe 

100 Percent Non Metallic 

Electrical Hazard Rated 

Dual Density Direct Attach PU 

Midsole 


RK6628 

Men's Rockport Works Deer Tan 6" 
More Energy EH Waterproof Comp 
Toe Work Boot 


M: 6-12, 13, 14 
W: 6-12, 13 

Waterpoof Tumbled Full Grain Leather 
Upper 

Moisture Wicking Nylon Mesh Lining 
Extra Wide Toe 
100 Percent Non Metallic 
Electrical Hazard Rated 
Hydro-Defense Waterproof Bootie 






METATARSAL COMPOSITE 

CT EH EH A 

TOE HAZARD GUARD TOE HAZARD 


RK664 

Women's Rockport Works Brown 6" 
More Energy EH Waterproof 
Composite Toe Work Boot 



RK6640 

Men's Rockport Works Brown 6" 
More Energy EH Waterproof 
Composite Toe Work Boot 



M: 6-12 
W: 6-12 

Waterpoof Tumbled Full Grain Leather 
Upper 

Moisture Wicking Nylon Mesh Lining 

Extra Wide Toe 

100 Percent Non Metallic 

Electrical Hazard Rated 

Hydro Defense Waterproof Bootie 


M: 6.5-12, 13, 14 
W: 7-12, 13 

Waterpoof Tumbled Full Grain Leather 
Upper 

Moisture Wicking Nylon Mesh Lining 

Extra Wide Toe 

100 Percent Non Metallic 

Electrical Hazard Rated 

Hydro Defense Waterproof Bootie 


COMPOSITE ELECTRICAL ■ • — COMPOSITE ELECTRICAL ■ • — 

CT EH A EH 4 

TOE HAZARD I p ^_ TOE HAZARD I 


RK6635 _ 

Men's Rockport Works Black 6" 
More Energy EH Waterproof 
Composite Toe Work Boot 




M: 7-12, 13, 14 
W: 7-12, 13 

Waterpoof Tumbled Full Grain Leather 
Upper 

Moisture Wicking Lining with Nylon 

Mesh Lining 

Extra Wide Toe 

100 Percent Non Metallic 

Electrical Hazard Rated 


COMPOSITE 

CT 


ELECTRICAL 

EH 


RK6674 

Men's Rockport Black Kingstin 
Work EH Steel Toe Slip On Oxford 


Ifet 

M: 8-12, 13, 14 
W: 8.5-12, 13, 14 

Premium Full Grain Leather Upper 
Moisture Wicking Nylon Mesh 
Memory Foam Footbed with truTech 
Heel 

No Exposed Metal 
Electrical Hazard Rated 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Rockport Works 


RK6675 

Men's Rockport Brown Kingstin 
Work EH Steel Toe Slip On Shoe 


RK668 

Women's Rockport Works Deer Tan 
6" More Energy EH Waterproof Comp 
Toe Plain Toe Work Boot 


RK670 

Women's Rockport Works Navy Blue 
and Tan Sailing Club 3 Eye Tie SD 
Steel Toe Boat Shoe 






M: 7-12, 13, 14 
W: 7-12, 13, 14 

Premium Full Grain Leather Upper 
Moisture Wicking Nylon Mesh 
Memory Foam Footbed with truTech 
Heel 

No Exposed Metal 
Electrical Hazard Rated 


M: 6-12 
W: 6-12 

Waterpoof Tumbled Full Grain Leather 
Upper 

Moisture Wicking Lining with Nylon 

Mesh Lining 

Extra Wide Toe 

100 Percent Non Metallic 

Electrical Hazard Rated 


M: 6-11 
W: 6-11 

Crazy Horse Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Removable EVA Cushion Insole Insert 
with Heel Stabilizer Cup 
Cushioned EVA Midsole 
Rubber Boat Shoe Outsole is Slip Oil 
Abrasion and Chemical Resistant 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


RK673 

Women's Rockport Tan Cream SD 
Sailing Club Slip On Steel Toe 
Boat Shoe 



RK6736 

Men's Rockport Works Brown 
Sailing Club 3 Eye Tie EH Steel 
Toe Boat Shoe 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


RK6737 

Men's Rockport Works Brown 
Sailing Club Slip-On EH Steel Toe 
Boat Shoe 



M: 6-11 
W: 6-11 

Crazy Horse Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Removable EVA Cushion Insert with 
Heel Stabilizer Cup 
Static Dissipative Rated 
Cushioned EVA Midsole 



M: 7-12, 13, 14 
W: 7-12, 13 

Crazy Horse Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Removable EVA Cushion Insert Insole 
Heel Stabilizer Cup 
Electrical Hazard Rated 
Cushioned EVA Midsole 



M: 7-12, 13, 14 
W: 7-12, 13 

Crazy Horse Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Removable EVA Cushion Insert Insole 
Heel Stabilizer Cup 
Cushioned EVA Midsole 
Electrical Hazard Rated 


SD I ST 

DISSIPATIVE I JOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Rockport Works 


RK6738 RK6741 RK6745 

Men's Rockport Black ESD Sailing Men's Rockport Works Black Men's Rockport Works Dark Brown 

Club 3 Eye Tie Steel Toe Boat Dressports EH Steel Toe Wing Tip Sailing Club 3 Eye SD Steel Toe 

Shoe Shoe Boat Shoe 



M: 7-12, 13, 14 
W: 7-12, 13 

Leather Upper 
Brushed Microfiber lining 
Dual Resistor Technology 
Static Dissipative Rated 
Removable EVA Cushion Insert with 
Heel Stabilizer Cup 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


RK6748 

Men's Rockport Works Brown Twin 
Gore Moc Toe SD Casual Slip On 
Comp Toe Shoe 



M: 7-11, 12, 13, 14 
W: 7-11, 12, 13, 14 

Leather Upper 

Moisture Wicking Lining with Nylon 
Mesh Lining 

Anti Slip Pigskin Heel Counter 
Removable EVA Cushion Insert Insole 
Electrical Hazard Rated 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


RK676 

Women's Rockport Works Brown 
Sailig Club 3 Eye Tie EH Steel 
Toe Boat Shoe 



M: 7-12, 13, 14 
W: 7-12, 13 

Crazy Horse Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Removable EVA Cushion Insert Insole 
Heel Stabilizer Cup 
Static Dissipated Rated 
Cushioned EVA Midsole 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


RK6761 

Men's Rockport Works Black World 
Tour 5 Eye Tie SD Casual Moc Toe 
Steel Toe Oxford 





M: 7-12, 13, 14 
W: 7-12, 13 

Tumbled Full Grain Leather Upper 
Moisture Wicking Sueded Nylon Lining 
100 Percent Non Metallic 
Static Dissipative Rated 
Removable EVA Cushion Insert Insole 
Heel Stabilizer Cup 


M: 6-11 
W: 6-11 

Crazy Horse Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Removable EVA Cushion Insert Insole 
Stabilizer Cup 
Electrical Hazard Rated 
Cushioned EVA Midsole 


EW: 8-12, 13 
M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Leather Upper 

Moisture Wicking Nylon Mesh Lining 
Removable EVA Cushion Insert Insole 
adiPRENE by adidas Rebounding Heel 
Pad 

Static Dissipative Rated 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


SD I ST 

DISSIPATIVE I JOE 
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Rockport Works 


RK6762 RK800 

Men's Rockport Works Brown World Women's Rockport Brown Junction 
Tour 5 Eye Tie SD Casual Moc Toe View Twin Gore Steel Toe Slip On 
Steel Toe Oxford Boot 


%l 

EW: 8-12, 13 
M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Leather Upper 
Moisture Wicking Nylon Mesh Lining 
Removable EVA Cushion Insert Insole 
adiPRENE by adidas Rebounding Heel 
Pad 

Static Dissipative Rated 



M: 6-10, 11, 12 

W: 6-10, 11, 12 

Leather Upper 

Imitation leather Lining with Anti 
Slip Heel Counter 

Removable Wrapped Memory Foam 
Cushion Insole Insert 
TPR Slip Resistant Outsole with 90 
Degree Heel 



STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


STEEL 

ST 

TOE 
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Rocky 


6104_ 

Men's Rocky Coyote Brown 8" 
Predator S2V EH USA Made Steel 
Toe Tactical Military Boot 


6114 

Men's Rocky Brown 6" Mobilite EH 
Waterproof Steel Toe Work Boot 


6115_ 

Men's Rocky Brown 8" Mobilite EH 
Waterproof Steel Toe Work Boot 



M: 4-14, 15 
W: 4-14, 15 



M: 8-12, 13, 14, 15, 16 
W: 8-12, 13, 14, 15 



M: 8-12, 13, 14, 15, 16 
W: 8-12, 13, 14, 15, 16 


Flash and Water Resistant Leather 
Upper 

Wicking Dri-Lex Lining with Aegis 
Microbe Shield 
Fiberglass Shank 
Advanced S2V Sieve Technology 
Circulates Air In and Water Out 


Rocky Waterproof Leather Upper with 
Padded Collar 

Widest Oblique Toe Box in the 
Industry 

High Abrasion Heel Counter 
TPU Torsion Stabilizer 
Electrical Hazard Rated 


Rocky Waterproof Leather Upper with 
Padded Collar 

Widest Oblique Toe Box in the 
Industry 

Guaranteed Rocky Waterproof 
Construction 

Removable Polyurethane Footbed 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 




ELECTRICAL 

STEEL 

WATER 

EH 

ST 

m 

HAZARD 

TOE 

PROOF 


6167_ 

Men's Rocky Black 6" Alpha Force 
EH Waterproof Composite Toe Duty 
Boot 


6173 _ 

Men's Rocky Black 8" Alpha Force 
EH Waterproof Side Zip Composite 
Toe Duty Boot 


81321 

Men's Rocky Black 8" Eliminator 
Waterproof Insulated USA Made 
Soft Toe Duty Boot 




M: 4-12, 13, 14 
W: 4-12, 13, 14 

Full Grain Water Resisting Leather 
and Nylon Upper 
Lightweight 1000 Denier Nylon in 
Upper 

Non Metallic Stabilizer 
Electrical Hazard Rated 
Rocky AirPort Footbed 



M: 4-12, 13, 14 
W: 4-12, 13, 14 

Full Grain Leather and Nylon Upper 
Lightweight 1000 Denier Nylon in 
Upper 

Non Metallic Stabilizer 
Electrical Hazard Rated 
Rocky AirPort Footbed 



M: 7-12, 13, 14 
XW: 8-12, 13, 14 

Waterproof and Breathable Gore Tex 
Construction 

400 Grams of Thinsulate Insulation 
Non Metallic Stabilizer 
Direct Inject Construction for 
Durability 
Made in USA 
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Rocky 


RKK0244 

Men's Rocky Black 5" EH 
Waterproof Composite Toe Work 
Boot 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Guaranteed Rocky Waterproof 
Construction 

Non Removable Cushioned Footbed 
Defined Half Inch Heel 
Electrical Hazard Rated 
Four Pounds Per Pair for a Size 10 


COMPOSITE ELECTRICAL WWEH 

CT EH 4 

TOE HAZARD ponOF 


RKK0252 

Men's Rocky Brown 8" EH 
Waterproof External Composite Toe 
Work Boot 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Guaranteed Rocky Waterproof 
Construction 

High Performance Mesh Lining 
Externally Attached Composite Toe 
Electrical Hazard Rated 
Fiberglass Shank Stabilizes Foot 


COMPOSITE ELECTRICAL WAXEH 

CT EH 4 

TOE HAZARD PflnOF 


RKK0245 

Men's Rocky Brown 5" EH 
Waterproof Composite Toe Work 
Boot 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Guaranteed Rocky Waterproof 
Construction 

Non Removable Cushioned Footbed 
Defined Half Inch Heel 
Electrical Hazard Rated 
Four Pounds Per Pair for a Size 10 


RKK0251 

Men's Rocky Brown 6" EH 
Waterproof External Composite Toe 
Work Boot 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Guaranteed Rocky Waterproof 
Construction 

High Performance Mesh Lining 
Externally Attached Composite Toe 
Electrical Hazard Rated 
Fiberglass Shank Stabilizes Foot 


COMPOSITE COMPOSITE LLLCTRICAL ■ V 

CT EH 4 CT EH 4 

TOE HAZARD TOE HAZARD I 


RKK0253 

Men's Rocky Brown 5" EH 
Waterproof External Composite Toe 
Hiker Boot 



M: 8-12, 13 
W: 8-12, 13 

Full Grain Leather Upper 
Guaranteed Rocky Waterproof 
Construction 

High Performance Mesh Lining 
Externally Attached Composite Toe 
Electrical Hazard Rated 
Fiberglass Shank Stabilizes Foot 
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Shoes for Crews 


75738_ 

Men's or Women's Shoes for Crews 
Black 10" Bullfrog Pro II EH 
Water Resistant Composite Toe Boot 



M: 4, 5, 6, 7, 8, 9, 10, 11, 12, 13, 14 
15, 16 

EVA Upper 
PU Gel Insole 
Water Resistant 
Tripguard 

Electrical Hazard Rated 
Weight is 22.79 oz Per Shoe 


CT EH 
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Skechers Work 


76553BKGY 

Women's Skechers Work Black 
Sandlot EH Alloy Toe Sneaker 



EW: 5-11 
M: 5-11 

Smooth Nubuck Leather Upper 
Soft Fabric Shoe Lining 
Synthetic Overlays 
Stabilizing Heel Overlay 
Electrical Hazard Rated 
Memory Foam Topped Cushioned 
Removable Comfort Insole 


76583 _ 

Women's Skechers Work Black T 
Slip Resistant Soft Toe with Mary 
Jane Heel 



M: 5-10, 11 

Smooth Leather Upper 
Soft Smooth Fabric Shoe Lining 
Stretch Fabric Collar Trim 
Side Leather Overlays 
Instep Mary Jane Strap with 
Adjustable Buckle 

Memory Foam Full Length Cushioned 
Comfort Insole 


77013BKGY 

Men's Skechers Work Black and 
Gray Soft Stride Grinnell EH 
Composite Toe Sneaker 



M: 7-12, 13, 14, 15, 16 

Oiled Suede Upper 
Soft Fabric Shoe Lining 
Synthetic Toe Bumper 
Relaxed Fit Design For Roomier 
Comfort 

Electrical Hazard Rated 
Memory Foam Topped Cushioned 
Removable Comfort Insole 


AT 


77013BKGY 

Men's Skechers Work Black and 
Gray Soft Stride Grinnell EH 
Composite Toe Sneaker 


SOFT 

s 

TOE 


77013BLK 

Men's Skechers Work Black Soft 
Stride Grinnell EH Composite Toe 
Sneaker 


CT 


77013BRBK 

Men's Skechers Work Black and 
Brown Soft Stride Grinnell EH 
Composite Toe Sneaker 


EH 


EH 



M: 7-12, 13, 14, 15, 16 

Oiled Suede Upper 
Soft Fabric Shoe Lining 
Synthetic Toe Bumper 
Relaxed Fit Design For Roomier 
Comfort 

Electrical Hazard Rated 
Memory Foam Topped Cushioned 
Removable Comfort Insole 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15, 16 

Oiled Suede Upper 
Soft Fabric Shoe Lining 
Synthetic Toe Bumper 
Relaxed Fit Design For Roomier 
Comfort 

Electrical Hazard Rated 



EW: 7-11, 12, 13, 14 
M: 7-11, 12, 13, 14, 15, 16 

Oiled Suede Upper 
Soft Fabric Shoe Lining 
Synthetic Toe Bumper 
Relaxed Fit Design For Roomier 
Comfort 

Electrical Hazard Rated 


CT EH 


CT EH 


CT EH 
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Skechers Work 


77013NVGY 

Men's Skechers Work Navy and Gray 
Soft Stride Grinnell EH Composite 
Toe Sneaker 


77059CDB 

Men's Skechers Work Brown Relaxed 
Fit Constructor II EH Composite 
Toe Work Shoe 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15, 16 


EW: 7-12, 13, 14 
M: 7-12, 13, 14, 15 


Oiled Suede Upper 
Soft Fabric Shoe Lining 
Synthetic Toe Bumper 
Relaxed Fit Design For Roomier 
Comfort 

Electrical Hazard Rated 


Smooth Durable Oiled Leather Upper 
Soft Fabric Shoe Lining 
Synthetic Toe Bumper 
Relaxed Fit Design For Roomier 
Comfort 

Electrical Hazard Rated 

Memory Foam Cushioned Comfort Insole 


CT EH 


77068BKLM 

Men's Skechers Work Black and 
Lime Synergy Ekron EH Alloy 
Safety Toe Shoe 


CT EH 


77143BLK 

Men's Skechers Work Black Burgin 
Tarlac EH Puncture Resistant 
Steel Toe Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Smooth Soft Durable Trubuck Leather 
Upper 

Soft Fabric Shoe Lining 

Relaxed Fit Design 

Stabilizing Heel Overlay 

Electrical Hazard Rated 

Memory Foam Cushioned Comfort Insole 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Leather Upper with Full Grain 

Leather Finish 

Soft Fabric Boot Lining 

Puncture Resistant Insole Design 

Electrical Hazard Rated 

Shock Absorbing Midsole 

Durable Leather Heel Panel Overlay 


ALLOY I ELECTRICAL 


AT EH 




77068BKCC 

Men's Skechers Work Black and 
Charcoal Synergy Ekron EH Alloy 
Safety Toe Shoe 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Smooth Soft Durable Trubuck Leather 
Upper 

Soft Fabric Shoe Lining 

Relaxed Fit Design 

Stabilizing Heel Overlay 

Electrical Hazard Rated 

Memory Foam Cushioned Comfort Insole 



77143BRN 

Men's Skechers Work Brown Burgin 
Tarlac EH Puncture Resistant 
Steel Toe Boot 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Leather Upper with Full Grain 

Leather Finish 

Soft Fabric Boot Lining 

Puncture Resistant Insole Design 

Electrical Hazard Rated 

Shock Absorbing Midsole 

Durable Leather Heel Panel Overlay 
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Skechers Work 


77144BLK 

Men's Skechers Work Black Burgin 
Sosder EH Puncture Resistant 
Composite Toe Boot 


77144BRN 

Men's Skechers Work Brown Burgin 
Sosder EH Puncture Resistant 
Composite Toe Boot 





M: 7-12, 13, 14 
W: 7-12, 13, 14 

Leather Upper with Full Grain 
Leather Finish 
Soft Fabric Boot Lining 
Puncture Resistant Insole Design 
Electrical Hazard Rated 
Relaxed Fit Design 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Leather Upper with Full Grain 
Leather Finish 
Soft Fabric Boot Lining 
Puncture Resistant Insole Design 
Electrical Hazard Rated 
Relaxed Fit Design 





77148BRN 


77161BLK 


Men's Skechers Work Brown 9" 
Vinten Wibaux EH Waterproof 
Composite Toe Boot 



M: 7-12, 13, 14 

Smooth Oiled Waterproof Leather 
Upper 

Soft Fabric Boot Lining with Easy 
Slip On Design 

Cordura Nylon Durable Fabric Shaft 
Panels 

Electrical Hazard Rated 
Waterproof Seam Sealed Design 


Men's Skechers Work Black 
Crankton Ebbitt Steel Toe Shoe 


M: 7-12, 13, 14 

Durable High Abrasion Textured 
Leather Upper 
Soft Fabric Shoe Lining 
Layered Toe and Side Overlays 
Stretch Instep Panel for Easy Slip 
on Fit 

Shock Absorbing Supportive Midsole 
Action Nubuck Overlay 





STEEL 

ST 


TOE 


„ ****:-? .3 t 
0 " -v, ■ 

0 ' , - 


77148BLK 

Men's Skechers Work Black 9" 
Vinten Wibaux EH Waterproof 
Composite Toe Boot 



M: 7-12, 13, 14 

Smooth Oiled Waterproof Leather 
Upper 

Soft Fabric Boot Lining with Easy 
Slip On Design 

Cordura Nylon Durable Fabric Shaft 
Panels 

Electrical Hazard Rated 
Waterproof Seam Sealed Design 


COMPOSITE ELECTRICAL | ^ 

CT EH <4 

TOE HAZARD I panne 


77164BLK 

Men's Skechers Work Black 
Workshire Tydfil EH Puncture 
Resistant Steel Toe Oxford 


M: 7-12, 13, 14 

Smooth Durable Full Grain Leather 
Upper 

Soft Fabric Shoe Lining 

Reinforced Stitched Seams 

Heel and Side Panel Leather Overlays 

Electrical Hazard Rated 

Memory Foam Cushioned Removable 

Comfort Insole 
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Skechers Work 


77164BRN 

Men's Skechers Work Brown 
Workshire Tydfil EH Puncture 
Resistant Steel Toe Oxford 



M: 7-12, 13, 14 

Smooth Durable Full Grain Leather 
Upper 

Soft Fabric Shoe Lining 

Reinforced Stitched Seams 

Heel and Side Panel Leather Overlays 

Electrical Hazard Rated 

Memory Foam Cushioned Removable 

Comfort Insole 



77241BRN 

Men's Skechers Work Brown 5" 
Burgin Krabok EH Safety Toe Work 
Boot 



M: 5-10, 11 

Leather Upper with Durable Full 

Grain Finish 

Soft Fabric Boot Lining 

Stitching Accents with Rounded Plain 

Toe Front 

Durable Leather Heel Panel Overlay 

Electrical Hazard Rated 

Lace Up Front with Metal Eyelets 


ELECTRICAL STEEL 

EH ST 

HAZARD TOE 


77207BKPK 

Women's Skechers Work Synergy 
Black and Pink EH PR Aluminum 
Alloy Toe Sneaker 



M: 6-9, 10 

Smooth Action Leather Upper 
Soft Fabric Shoe Lining 
FlexSole Shock Absorbing Lightweight 
Midsole 

Padded Collar and Tongue 
Electrical Hazard Rated 
Leather Overlays on Sides and Heel 
for Added Stability 



S76033B_ 

Women's Skechers Work Black Soft 
Stride-Softie Lace-Up Soft-Toe 
Sneaker 


f 

M: 5-10, 11 
W: 6-10, 11 

Leather Upper in a Uniform Ready 
Casual Sneaker 
Padded Comfort Collar 
Breathable and Durable Magna Lining 
Removable Contoured Polyurethane 
Insole 


SOFT 

s 

TOE 


77207CCPR 

Women's Skechers Work Synergy 
Charcoal and Purple EH Puncture 
Resistant Aluminum Alloy Toe Sneaker 



M: 5-10, 11 
W: 5-10 

Smooth Action Leather Upper 
Soft Fabric Shoe Lining 
FlexSole Shock Absorbing Lightweight 
Midsole 

Padded Collar and Tongue 
Electrical Hazard Rated 



S76551BLK 

Women's Skechers Work Black EH 
Relaxed Fit-Eldred Slip Resistant 
Soft Toe Shoe 



EW: 5-10,11 
M: 5-10, 11 

Smooth Leather Upper 

Mesh Fabric Collar and Heel Panel 

for Cooling 

Printed Matching Color Stripe 

Accents 

Side S Logo 

Electrical Hazard Rated 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 
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Skechers Work 


S76553BKPK 

Women's Skechers Work Black with 
Pink Synergy Sandlot EH Aluminum 
Alloy Toe Work Shoe 



M: 5-9, 10, 11 
XW: 6-10, 11 

Smooth Nubuck Leather Upper 
Soft Fabric Shoe Lining 
Contrast Colored Side S Logo 
Stabilizing Heel Overlay 
Electrical Hazard Rated 
Padded Collar and Tongue 


AT 


S76561BLK 

Women's Skechers Work Black 6" 
Workshire-Peril EH Steel Toe Work 
Boot 


M: 5-9, 10, 11 

Smooth Leather Upper 
Soft Fabric Shoe Lining 
Side and Heel Leather Overlays 
Shock Absorbent Midsole 
Electrical Hazard Rated 
Relaxed Fit Design for Comfort 
Gel Infused Memory Foam Cushioned 
Removable Comfort Insole 


S76561CDB 

Women's Skechers Work Brown 6" 
Workshire-Peril EH Steel Toe Work 
Boot 



M: 5-9, 10, 11 

Smooth Leather Upper 
Soft Fabric Shoe Lining 
Side and Heel Leather Overlays 
Shock Absorbent Midsole 
Electrical Hazard Rated 
Relaxed Fit Design for Comfort 
Gel Infused Memory Foam Cushioned 
Removable Comfort Insole 


ELECTRICAL STEEL 

EH ST 

hazard XOE 


EH 


EH 




S77009BLK 

Men's Skechers Work Black 6" 
Workshire EH Steel Toe Boot 



EW: 7-11, 12, 13, 14, 15 
M: 7-11, 12, 13, 14, 15 

Full Grain Leather Upper 
Soft Fabric Boot Lining 
Reinforced Stitched Seams 
Relaxed Fit Design For Roomier 
Comfort 

Electrical Hazard Rated 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Skidbuster 


S5052 _ 

Men's Skidbuster Black Soft Toe 
Waterproof Slip Resistant 
Athletic Shoe 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Mesh with PU Leather Upper 
Removable EVA Sockliner for 
Cushioned Comfort 
EVA Midsole for Maximum Comfort 
Waterproof Membrane Construction 
Fiberglass Shank for Stability 



S5072 _ 

Men's Skidbuster Black Soft Toe 
Water Resistant Slip Resistant 
Slip On Shoe 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Water Resistant Action Leather Upper 
Perspiration Absorbing Lining 
Removable Contoured Double Cushion 
Insole 

Strobel Construction for Flexibility 
Slip and Oil Resistant Cup Outsole 


SOFT 


s 

TOE 


S5077 _ 

Women's Skidbuster Black Soft Toe 
Water Resistant Slip Resistant 
Slip On Shoe 



M: 5-10, 11, 12 
W: 5-10, 11,12 

Water Resistant Action Leather Upper 
Persperation Absorbing Lining 
Removable Contoured Double Cushion 
Insole 

Strobel Construction for Flexibility 
Slip and Oil Resistant Outsole 


SOFT 

S 

TOE 
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SWAT 


115101 

Men's S.W.A.T. Black 6" Classic 
Series Slip Resistant Soft Toe 
Boot 



M: 4-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15, 16 

Full Grain Leather and 1000 Denier 
Nylon Upper 

Removable Custom Fit EVA Midsole 
PU Collar for Easy Cleaning 
Gusseted Tongue to Keep Dirt and 
Debris Out 


SOFT 

S 

TOE 


116101 

Men's S.W.A.T. Black 6" Tactical 
Classic EH Waterproof Composite 
Toe Side Zip Boot 



D: 4-12, 13, 14, 15 
EEE: 7-11, 12, 13, 14, 15 

Leather and 1000 Denier Nylon Upper 
Blood Borne Pathogen Resistant 
Electrical Hazard Rated 
Gusseted Tongue to Keep Dirt and 
Debris Out 

Texon Stability Platform for Lateral 
Support 


COMPOSITE ELECTRICAL | 

CT EH A 

TOE HAZARD I ponOF 


115211 

Women's S.W.A.T. Black 9" 
Tactical Classic Soft Toe Side 
Zip Boot 



C: 5-11 

Full Grain Leather and 1000 Denier 
Nylon Upper 

Removable Custom Fit EVA Midsole 
PU Collar for Easy Cleaning 
Gusseted Tongue to Keep Dirt and 
Debris Out 

Moisture Wicking Lining AEGIS 
Antimicrobial Protection 


SOFT 


s 

TOE 


119402 

Men's S.W.A.T. Tan 9” Classic EH 
Non Metallic Composite Toe Side 
Zip Boot 



M: 4-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Leather and 1000 Denier Nylon Upper 
Moisture Wicking Lining AEGIS 
Antimicrobial Protection 
Scotchgard Protection from Spills 
and Stains 

Electrical Hazard Rated 


CT EH 


116001 _ 

Men's S.W.A.T. Black 9" Tactical 
EH Puncture Resistant Comp Toe 
Side Zip Boot 



M: 5-12, 13, 14, 15 
W: 8-12, 13, 14, 15 

Leather and 1000 Denier Nylon Upper 
Moisture Wicking Lining AEGIS 
Antimicrobial Protection 
PU Collar for Easy Cleaning 
Gusseted Tongue for Dirt and Debris 
Protection 

Electrical Hazard Rated 



123201 

Men's S.W.A.T. Black 9" Tactical 
Metro Air Soft Toe Side Zip Boot 



D: 4-12, 13, 14, 15, 16 
EEE: 7-12, 13, 14, 15, 16 

Leather and 1000 Denier Nylon Upper 
Foam Padded Collar and Tongue 
Non Metallic Rust Proof Hardware 
Gusseted Tongue to Keep Dirt and 
Debris Out 

Texon Stability Platform for Lateral 
Support 


SOFT 

s 

TOE 
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SWAT 


125401 

Men's S.W.A.T. Black 5" Tactical 
Metro Air WP Soft Toe Side Zip 
Boot 


126101 

Men's S.W.A.T. Black 5" Tactical 
Metro Air EH Composite Toe Side 
Zip Boot 



D: 4-12, 13, 14, 15, 16 
EEE: 7-12, 13, 14, 15, 16 

Leather and 1000 Denier Nylon Upper 
Waterproof Full Bootie Construction 
Blood Borne Pathogen Resistant 
Gusseted Tongue to Keep Dirt and 
Debris Out 

Texon Stability Platform for Lateral 
Support 


D: 4-12, 13, 14, 15 
EEE: 7-12, 13, 14, 15 

Leather and 1000 Denier Nylon Upper 
Airport Friendly Nylon Shank 
Electrical Hazard Rated 
Gusseted Tongue to Keep Dirt and 
Debris Out 

Texon Stability Platform for Lateral 
Support 



CT EH 


129101 

Men's S.W.A.T. Black 9" Tactical 
EH Waterproof Composite Toe Side 
Zip Boot 



M: 5-12, 13, 14, 15 
W: 8-12, 13, 14, 15 

Full Grain Leather Toe 
Waterproof Full Bootie Construction 
PU Collar for Easy Cleaning 
Electrical Hazard Rated 
Gusseted Tongue for Dirt and Debris 
Protection 

Blood Borne Pathogen Resistant 


COMPOSITE ELECTRICAL | 

CT EH <4 

TOE HAZARD I 
















Terra 


305205BLK 

Men's Terra Black 6" Findlay SD 
CSA-PR Waterproof 100 Percent 
Metal Free Comp Toe Work Shoe 


608115BLK 

Men's Terra Black Spider CSA-ESR 
CSA-PR Metal Free Composite Toe 
Shoe 


608285BLK 

Men's Terra Black 6" Venom Mid SD 
CSA-PR 100 Percent Metal Free 
Composite Toe Work Shoe 






M: 7, 8-11, 12, 13 


M: 5, 6, 7, 8-11, 12, 13 


M: 6, 7, 8-11, 12, 13 




Full Grain Waterproof Leather 
Cleanfeet Treated Moisture Wicking 
Lining 

Terra Firma Flex Metal Free 
Static Dissipative Rated 
Direct Injected PU Midsole and 
Removable PU Footbed 
Durable PU Toe Bumper 


Water Resistant Suede and Full Grain 
Leather Upper 

Cleanfeet Treated Moisture Wicking 
Lining 

Reflective Trim Windows on Toe and 
Heel 

Low Profile Direct Injected PU 
Midsole 


Water Resistant Suede and Full Grain 
Leather Upper 

Cleanfeet Treated Moisture Wicking 
Lining 

Terra Firma Flex Metal Free 
Static Dissipative Rated 
3M Reflective Heel Band 


CT 

TOE 




Q<§ 





915605BLK 

Men's Terra Black 8" Crossbow 
CSA-ESR CSA-PR Waterproof 
Insulated Metal Free Comp Toe Boot 


TR029888BBLK 

Men's Terra Black 8" Paladin EH 
Waterproof Insulated Metal Free 
Composite Toe Boot 


TR103004DWX 

Men's Terra Brown 8" Pilot EH 
Waterproof Insulated Composite 
Toe Boot 




Full Grain Waterproof Leather Upper 
Removable 4 Layer Liner with 
Cleanfeet Odor Fighting Tech 
Temperature Rating -60C -76F 
Direct Injected Cold Formulated PU 
Shell Bottom 

Moisture Capture Frost Plug and 3M 
Reflective Piping 

High Traction Rubber Outsole with 
Diamond Cleat Design 


M: 4, 5, 6, 7, 8-11, 12, 13, 14 

Full Grain Waterproof Leather Upper 
Moisture Wicking and Abrasion 
Resistant Aero-Lining 
Terra Firma Flex Metal Free 
200g Thinsulate™ Insulation 
Electrical Hazard Rated 
XRD Internal Metatarsal Protection 
Premium Dual Density PU Footbed 




M: 7, 8-11, 12, 13, 14 

Full Grain Waterproof Leather Upper 
Moisture Wicking and Abrasion 
Resistant Cambrelle Lining 
Exclusive Pull-On Collar Ports 
200g Thinsulate™ Insulation 
Electrical Hazard Rated 
Reflective 3M Scotchlite Quarter 
Accent 


COMPOSITE 

CT 


ELECTRICAL 

EH 
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Terra 


TR104004DWX 

Men's Terra Brown 6" Marshal EH 
Waterproof Insulated Composite 
Toe Boot 



M: 7, 8-11, 12, 13, 14 

Full Grain Waterproof Leather Upper 
Moisture Wicking and Abrasion 
Resistant Cambrelle Lining 
Exclusive Pull-On Collar Ports 
200g Thinsulate™ Insulation 
Electrical Hazard Rated 
Reflective 3M Scotchlite Quarter 
Accent 


CT EH 


TR110001DWX 

Men's Terra Brown 12" Harrier EH 
Waterproof Insulated Composite 
Toe Boot 



M: 7, 8-11, 12, 13, 14 

Full Grain Waterproof Leather Upper 
Cleanfeet Treated Moisture Wicking 
Lining 

Terra Firma Flex Metal Free 
200g Thinsulate™ Insulation 
Electrical Hazard Rated 
Injection Molded Seamless 
Construction 



TR104006DWX 

Men's Terra Brown 6" Condor EH 
Waterproof Insulated Composite 
Toe Boot 



M: 7, 8-11, 12, 13, 14 

Full Grain Waterproof Leather Upper 
Cleanfeet Treated Moisture Wicking 
Lining 

Injection Molded Seamless 
Construction 

200g Thinsulate™ Insulation 
Electrical Hazard Rated 



WATER 



PROOF 


TR305204DWX 

Men's Terra Brown 6" Findlay SD 
Waterproof Insulated Composite 
Toe Boot 



M: 7, 8-11, 12, 13, 14 

Full Grain Waterproof Nubuck Leather 
Upper 

Moisture Wicking and Abrasion 
Resistant Aero-Lining 
Waterproof Bootie Construction with 
Cleanfeet Odour Control 
Reflective 3M Scotchlite Quarter 
Accent 


CT SD 


TR106007BLK 

Women's Terra Charcoal and Pink 
Spider EH Metal Free Composite 
Toe Work Shoe 



M: 6, 7-10 

Water Resistant Suede and Full Grain 
Leather Upper 

Cleanfeet Treated Moisture Wicking 
Lining 

Terra Firma Flex Metal Free 
Reflective Heel Accents 
Electrical Hazard Rated 


CT EH 


TR305517DWX 

Men's Terra Brown 6" Barricade EH 
Waterproof Insulated Metal Free 
Composite Toe Boot 



M: 7, 8-11, 12, 13, 14 

Full Grain Waterproof Leather Upper 
Moisture Wicking and Abrasion 
Resistant Aero-Lining 
Terra Firma Flex Metal Free 
200g Thinsulate™ Insulation 
Electrical Hazard Rated 


CT 

TOE 



EH 



WATER 



INSULATED 
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Terra 


TR608185BLK TR835235BLK TR835265BLK 

Men's Terra Black Venom Low SD Men's Terra Black Albany EH Men's Terra Black 6" Quinton EH 

CSA-PR 100 Percent Metal Free Waterproof Metal Free Composite Waterproof Metal Free Composite 

Comp Toe Work Shoe Toe Boot Toe Boot 



M: 6, 7, 8-11, 12, 13 

Water Resistant Suede and Full Grain 
Leather Upper 

Cleanfeet Treated Moisture Wicking 
Lining 

Terra Firma Flex Metal Free 
Static Dissipative Rated 
3M Reflective Heel Band 


COMPOSITE 

CT 

TOE 


STATIC 

SD 

DISSIPATIVE 

PUNCTURE 

r 

RESISTANT 

SOLE 



M: 7, 8-11, 12, 13 

Full Grain Waterproof Leather Upper 
Moisture Wicking and Abrasion 
Resistant Aero-Lining 
Terra Firma Flex Metal Free 
Cleanfeet Odor Control Treatment 
Electrical Hazard Rated 
Shock Absorbing PU Midsole 
Premium Dual Density PU Footbed 


COMPOSITE ELECTRICAL — 

CT EH 4 

TOE HAZARD ponOF 


i t 

M: 7, 8-11, 12, 13, 14 

Full Grain Waterproof Leather Upper 
Moisture Wicking and Abrasion 
Resistant Aero-Lining 
Terra Firma Flex Metal Free 
Cleanfeet Odor Control Treatment 
Electrical Hazard Rated 
Shock Absorbing PU Midsole 
Premium Dual Density PU Footbed 


COMPOSITE ELECTRICAL | "'V — 

CT EH <4 

TOE HAZARD I panne 
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Thorogood 


8043166 _ 

Men's Thorogood Brown 6" EH Quick 
Release Composite Toe Boot 


8044200 

Men's Thorogood Brown 6" EH USA 
Made Moc Toe Steel Toe Boot 


8044208 

Men's Thorogood Brown 8" EH USA 
Made Moc Toe Steel Toe Boot 



M: 8-12, 13, 14 
W: 8-12, 13, 14 

Trail Crazyhorse Leather Upper 
Direct Attach Construction 
Non Metallic 
Electrical Hazard Rated 
Composite Toe 

Removable Single Density PU Shock 
Zone Footbed 


D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Tobacco Oil Tanned Leather 
Cotton Drill Vamp Lining 
Goodyear Storm Welt Construction 
Electrical Hazard Rated 
Rubber Midsole 
Made in the USA 


D: 6-12, 13, 14, 15 
EE: 7.5-12, 13, 14 

Tobacco Oil Tanned Leather 
Cotton Drill Vamp Lining 
Goodyear Storm Welt Construction 
Electrical Hazard Rated 
Rubber Midsole 
Made in the USA 


CT EH 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



8044210 

Men's Thorogood Brown 8" EH 
Waterproof USA Made Composite Toe 
Boot 


8044278 

Men's Thorogood Dark Brown 6" EH 
Steel Toe Boot 


8044279 

Men's Thorogood Dark Brown 8" EH 
Steel Toe Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Tobacco Oil Tanned Leather 
Cotton Drill Vamp Lining 
Goodyear Storm Welt Construction 
Electrical Hazard Rated 
Rubber Midsole 


CT EH 




M: 8-12, 13, 14 
W: 8-12, 13, 14 

Brown Oiled Nubuck Leather Upper 
Goodyear Storm Welt Construction 
Steel Toe 

Electrical Hazard Rated 
Dual Gender Sizing 

Removable Dual Density PU Shock Zone 
Footbed 


M: 8-12, 13, 14 
W: 8-12, 13, 14 

Brown Oiled Nubuck Leather Upper 
Goodyear Storm Welt Construction 
Steel Toe 

Electrical Hazard Rated 
Dual Gender Sizing 

Removable Dual Density PU Shock Zone 
Footbed 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Thorogood 


8044364 

Men's Thorogood Brown 8" EH USA 
Made Plain Toe Steel Toe Boot 



D: 7-12, 13, 14 
EE: 7.5-12, 13, 14 
EEE: 8-12, 13 

Tobacco Oil Tanned Leather 
Cotton Drill Vamp Lining 
Goodyear Storm Welt Construction 
Electrical Hazard Rated 
Rubber Midsole 
Made in the USA 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



8044440 

Men's Thorogood Brown 8" EH Gen 
Flex Side Zip Non Metallic 
Composite Toe Wellington 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Brown Tumbled Oiled Full Grain 
Leather Upper 

Goodyear Storm Welt Construction 
Spacer Mesh Lining 
Electrical Hazard Rated 
100 Percent Non Metallic 


CT EH 


8044375_ 

Men's Thorogood Brown 6" EH USA 
Made Steel Toe Boot 



D: 8-12, 13, 14 
EE: 8-12, 13, 14 

Trail Crazyhorse Leather Upper 
Goodyear Storm Welt Construction 
Made in the USA 
Electrical Hazard Rated 
Poron Comfort Cushion Insole 
Removable Dual Density Ultimate 
Shock Absorption Footbed 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



8044445 

Men's Thorogood Brown 6” EH Plain 
Toe Composite Toe Hiker 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Brown Tumbled Oiled Full Grain 

Leather Upper 

Spacer Mesh Lining 

Goodyear Storm Welt Construction 

Electrical Hazard Rated 

100 Percent Non Metallic 


CT EH 


8044378 

Men's Thorogood Brown 8" EH USA 
Made Steel Toe Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Trail Crazyhorse Leather Upper 
Goodyear Storm Welt Construction 
Made in the USA 
Electrical Hazard Rated 
Poron Comfort Cushion Insole 
Removable Dual Density Ultimate 
Shock Absorption Footbed 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



8044655_ 

Men's Thorogood Brown 6” American 
Heritage USA Made Composite Toe 
Boot 



D: 7-12, 13, 14 
EE: 7-12, 13, 14 

Tobacco Oil Tanned Full Grain 
Leather 

Goodyear Storm Welt Construction 
Emperor Toe Box 

Removable Ulitmate Shock Absorption 

Footbed 

Made in USA 


STEEL 


ST 


TOE 
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Thorogood 


8044808 


8044810 


8046190 


Men's Thorogood Brown 7" Z Trac Men's Thorogood Brown 8" 
EH Waterproof Composite Toe Boot Wellington EH Waterproof 

Composite Toe Boot 



M: 4-12, 13, 14, 15 
W: 7-12, 13, 14, 15 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


Brown Waterproof Tumbled Full Grain 

Leather Shaft 

Cement Construction 

Removable Single Density PU Shock 

Zone Footbed 

Electrical Hazard Rated 

Non Metallic Construction 


Brown Waterproof Tumbled Full Grain 

Leather Shaft 

Cement Construction 

Removable Single Density PU Shock 

Zone Footbed 

Electrical Hazard Rated 

Non Metallic Construction 


Men's Thorogood Black 6" 
Waterproof EH Side Zip Composite 
Toe Boot 



M: 4-12, 13, 14, 15 
W: 4-12, 13, 14, 15 
XW: 7-12, 13 

Full Grain Leather and Nylon Upper 
Cement Construction 
Rubber Outsole with EVA Impact Pads 
Removable Two Density Polyurethane 
Shock Zone Footbed Insole 
Electrical Hazard Rated 



8046191_ 

Men's Thorogood Black 8" EH 
Waterproof Side Zip Composite Toe 
Boot 



8046266 _ 

Men's Thorogood Black 6" Omni 
Waterproof Steel Toe Boot 



8046444 

Men's Thorogood Black 6" EH Plain 
Toe Composite Toe Hiker 




M: 4-12, 13, 14, 15 
W: 4-12, 13, 14, 15 
XW: 7-12, 13 

Full Grain Leather and Nylon Upper 

Cement Construction 

Blood Borne Pathogen Compliant 

Electrical Hazard Rated 

Two Zone Wicking Mesh Thoro-Dri 

Waterproof System 




D: 8-12, 13, 14 
EEE: 8-12, 13, 14 

Waterproof Tumbled Full Grain 

Leather Upper 

X Stream Waterproof 

Built in the USA 

Fiberglass Shank 

Direct Attach Construction 

Removable Single Density PU Footbed 


M: 7-12, 13, 14 
W: 7-12, 13, 14 

Black Oiled Full Grain Leather Upper 
Spacer Mesh Lining 
Goodyear Storm Welt Construction 
Electrical Hazard Rated 
100 Percent Non Metallic 


CT 


EH 



ST 

TOE 



CT EH 


WATER 


WATER 































Thorogood 


8144200 

Men's Thorogood Brown 6" EH USA 
Made Soft Toe Boot 



B: 9-12, 13 
D: 5-12, 13, 14 
EE: 6-12, 13, 14 

Tobacco Oil Tanned Leather 
Cotton Drill Vamp Lining 
Goodyear Storm Welt Construction 
Electrical Hazard Rated 
Rubber Midsole 
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Timberland PRO 


T1064A 

Men's Timberland PRO Black 6" 
Stockdale EH Alloy Toe Work Boot 


Til00A 

Men's Timberland PRO Black 
Stockdale EH Alloy Safety Toe 
Work Shoe 


Til50A 

Men's Timberland PRO Brown 6" 
Linden EH Alloy Safety Toe Work 
Boot 





M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


Premium Raptek Microfiber Uppers 
Mesh Lining with Antimicrobial 
Treatment 

Padded Top Collar for Comfort 
Cement Construction 
Electrical Hazard Rated 


Premium Raptek Microfiber Uppers 
Mesh Lining with Antimicrobial 
Treatment 

Padded Top Collar for Comfort 
Cement Construction 
Electrical Hazard Rated 


Leather and Fabric Combination Upper 

Mesh Lining with Antimicrobial 

Treatment 

Fiberglass Shank 

Cement Construction 

Electrical Hazard Rated 


AT EH 


T24097 

Men's Timberland PRO TiTAN Coffee 
6" Soft Toe Work Boot 


AT EH 


T26002 

Men's Timberland PRO Wheat Direct 
Attach 8" EH Waterproof Insulated 
Steel Toe Boot 


AT EH 


T26011 

Men's Timberland PRO Wheat 8" 
Waterproof Insulated Soft Toe 
Boot 





M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


Soft Leathers to Minimize Break-In 
Time 

Polyurethane Midsole 

Nylon Diffusion Shank for Torsional 

Rigidity 

Slip Oil and Abrasion Resistant 
Outsole 


Leather and Seam Sealed Direct 

Attach Construction 

Thermolite 400 Gram Insulation 

Antimicrobial Lining 

Contoured Shock Diffusion Plate and 

Shank 

Electrical Hazard Rated 


Leather and Seam Sealed Direct 
Attach Construction 
Thermolite 400 Gram Insulation 
Antimicrobial Mesh Lining 
Contoured Shock Diffusion Plate and 
Shank 

Molded Nylon Shank 


SOFT 

s 

TOE 



M 

INSULATED 


SOFT 

s 

TOE 
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Timberland PRO 


T26036 _ 

Men's Timberland PRO Black 6" 
Waterproof Insulated Soft Toe 
Boot 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather Upper 

Seam Sealed Direct Attach 

Construction 

Antimicrobial Lining 

Contoured Shock Diffusion Plate and 

Shank 

Molded Nylon Shank 


T26064 

Men's Timberland PRO TiTAN Black 
6" EH Alloy Safety Toe Work Boot 


T26038 _ 

Men's Timberland PRO Black 6" EH 
Waterproof Insulated Steel Toe 
Work Boot 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Sealed Seam Waterproof Leather 
Uppers 

Direct Inject Construction 
Thermolite 200 Gram Insulation 
Antimicrobial Mesh Lining 
Electrical Hazard Rated 



T26078 

Men's Timberland PRO TiTAN Dark 
Mocha 6" EH Waterproof Alloy 
Safety Toe Boot 








M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Soft Leather Upper 

Polyurethane Midsole for Lightweight 

Cushioning 

Nylon Diffusion Shank for Torsional 
Rigidity 

Contoured Open Cell Polyurethane 
Footbed 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 
XW: 8-12, 13, 14 

Waterproof Full Grain Leather Upper 
Polyurethane Midsole for Lightweight 
Cushioning 

Nylon Diffusion Shank for Torsional 
Rigidity 


ALLOY I ELECTRICAL 


AT EH 




T26063_ 

Men's Timberland PRO TiTAN Coffee 
6" EH Alloy Safety Toe Work Boot 



M: 7-12, 13, 14, 15, 16 
W: 7-12, 13, 14, 15, 16 
XW: 7-12, 13, 14, 15 

Soft Leather Uppers 

Nylon Diffusion Shank for Torsional 

Rigidity 

Contoured OrthoLite Footbed 
Padded Collar for Comfort 
Electrical Hazard Rated 



T26388_ 

Women's Timberland PRO TiTAN 
Coffee 6” EH Alloy Safety Toe 
Boot 



M: 5.5-10, 11 
W: 5.5-10, 11 

Soft Leather Upper 

Polyurethane Midsole for Lightweight 

Cushioning 

Nylon Diffusion Shank for Torsional 
Rigidity 

Contoured OrthoLite Footbed with 
Dryz Intellitemp 
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Timberland PRO 


T33030 _ T33031 _ T33032 _ 

Men's Timberland PRO Pit Boss Men's Timberland PRO Pit Boss Men's Timberland PRO Pit Boss 

Wheat 6" Soft Toe Boot Wheat 6" EH Steel Toe Work Boot Black 6" EH Steel Toe Work Boot 




M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Nubuck Leather Upper for Comfort 
Antimicrobial Lining 
Goodyear Welt Construction for 
Rugged Durability 
Contoured Nylon Shock Diffusion 
Plate and Shank 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Nubuck Leather Upper for Comfort 

Antimicrobial Lining 

Goodyear Welt Construction for 

Rugged Durability 

Contoured Nylon Shock Diffusion 

Plate and Shank 

Electrical Hazard Rated 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Rugged Leather Upper 

Antimicrobial Lining 

Goodyear Welt Construction for Extra 

Durability 

Contoured Nylon Shock Diffusion 
Plate and Shank 
Electrical Hazard Rated 


SOFT 

s 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


T33034 _ 

Men's Timberland PRO Pit Boss 
Brown 6" EH Steel Toe Work Boot 


T33046 _ 

Men's Timberland PRO Gaucho Oiled 
6” Pit Boss Soft Toe Boot 


T38020 _ 

Men's Timberland PRO Brown 6" WP 
Insulated Soft Toe Boot 




M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Rugged Leather Upper 
Antimicrobial Lining 
Goodyear Welt Construction for Extra 
Durability 

Contoured Nylon Shock Diffusion 
Plate and Shank 
Electrical Hazard Rated 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Oiled Full Grain Leather Upper for 
Comfort 

Antimicrobial Lining 
Goodyear Welt Construction for 
Rugged Durability 
Contoured Nylon Shock Diffusion 
Plate and Shank 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Seam Sealed Waterproof Leather 
Uppers 

Agion Antimicrobial Lining 
Thermolite 200 Gram Insulation 
Direct Inject Construction for 
Durability 

Padded Collar for Comfort 



ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


SOFT 

s 

TOE 



SOFT 

s 

TOE 


WATER 
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Timberland PRO 


T38021 

Men's Timberland PRO Brown 6" 

Waterproof Insulated Steel Toe 
Boot 


T38022 

Men's Timberland RRO Brown 8" 

Waterproof Insulated Soft Toe 
Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

• Seam Sealed Waterproof Leather 
Uppers 

• Thermolite 200 Gram Insulation 

• Antimicrobial Lining 

• Contoured Shock Diffusion Plate and 
Shank 

• Electrical Hazard Rated 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

• Seam Sealed Waterproof Leather 
Uppers 

• Direct Inject Construction 

• Thermolite 400 Gram Insulation 

• Nylon Shock Diffusion Plate 

• Mesh Lining with Angion 
Antimicrobial Treatment 



T40000 _ T40008 _ 

Men's Timberland PRO Black 6" EH Men's Timberland PRO Mudsill 
Met Guard Steel Toe Work Boot Black EH Steel Toe Work Shoe 


T39077 _ 

Men's Timberland PRO Brown 6" 
Ratchet EH Puncture Resistant 
Steel Toe Boot 



W: 7-12, 13, 14, 15 

• Chocolate Oiled Nubuck Leather Upper 

• Antimicrobial Lining 

• CSA Punture Protection 

• CSA Certified Electric Shock 
Resistance 

• Electrical Hazard Rated 

• Timberland PRO Twenty Four Seven 
Comfort and Durability 


Q<§ 


irk 


ELECTRICAL I STEEL PUNCTURE 

EH ST 

■ ■ RESISTANT 


T40044 

Men's Timberland PRO TiTAN Black 
EH Alloy Safety Toe Work Shoe 





M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 



• Timberland Pro Ever Guard Leather 
Upper 

• Antimicrobial Cambrelle Fabric 
Lining 

• Goodyear Welt Construction 

• Single Density OrthoLite Footbed 

• Electrical Hazard Rated 


• Oiled Leather Upper 

• Antimicrobial Lining 

• Compression Molded EVA Midsole 

• Nylon Shank 

• Electrical Hazard Rated 

• OrthoLite Footbed with Agion Anti 
Microbial Cover 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

• Soft Leather Upper 

• Padded Collar 

• Nylon Diffusion Shank for Torsional 
Rigidity 

• Contoured OrthoLite Footbed with 
Dryz Intellitemp 

• Electrical Hazard Rated 


ELECTRICAL 

METATARSAL 

STEEL 

EH 

MG 

ST 

HAZARD 

GUARD 

TOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 


ALLOY I ELECTRICAL 


AT EH 
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Timberland PRO 


T47001 

Men's Timberland PRO PowerWelt 
Brown 6" EH Waterproof Steel Toe 
Boot 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Waterproof 
Leather Upper 

Premium Grain Ever Guard Leathers 
Goodyear Welt Cast Bond Construction 
Constructed on TiTAN Last 
Electrical Hazard Rated 



T47028 

Men's Timberland PRO TiTAN Brown 
EH Alloy Safety Toe Work Shoe 


T47015 

Men's Timberland PRO TiTAN Brown 
Soft Toe Oxford 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Oiled Full Grain Leather Upper for 
Comfort 

Nylon Diffusion Shank for Torsional 
Rigidity 

Antimicrobial Lining 
Constructed on TiTAN Last 
Padded Collar for Comfort 


SOFT 

s 

TOE 


T47591 

Men's Timberland PRO Tan 6" EH 
Waterproof CSA-PR CSA-ESR Steel 
Toe Work Boot 







M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 
XW: 7-12, 13, 14, 15 

Soft Leathers to Minimize Break In 
Time 

Polyurethane Midsole 

Nylon Diffusion Shank for Torsional 

Rigidity 

Constructed on TiTAN Last 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Uppers 
Abrasion Resistant Rubber Double Toe 
Mesh Lining with Antiicrobial 
Treatment 

Flexible Steel Flex Puncture 
Resistant Plate 
Electrical Hazard Rated 


ALLOY I ELECTRICAL 


AT EH 



Q<§ 


A, 



T47019 

Men's Timberland PRO TiTAN Brown 
8” WP EH Alloy Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Waterproof Full Grain Leather 
Waterproof Membrane 
Nylon Diffusion Shank for Torsional 
Rigidity 

TiTAN Alloy Safety Toe for 
Lightweight Protection 
Constructed on TiTAN Last 



T47592 

Men's Timberland PRO Black 6" EH 
Waterproof PR CSA-ESR CSA-PR 
Steel Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Waterproof Full Grain Leather 
Waterproof Membrane 
Abrasion Resistant Rubber Double Toe 
Mesh Lining with Antimicrobial 
Treatment 

Flexible Steel Flex Puncture 
Resistant Plate 






































Timberland PRO 


T50504 _ 

Men's Timberland PRO Brown 6" EH 
FlexShield Int MetGuard Steel Toe 
Work Boot 


T50506 _ 

Men's Timberland PRO TiTAN Brown 
6" EH Lace to Toe Ally Toe Work 
Boot 




M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Oiled Leather Upper 
Padded Collar and Full Kevlar Welt 
Stitching 

Antimicrobial Cambrelle Lining 
Non Metallic Polycarbonate Hardware 
Electrical Hazard Rated 
Steel Shank 


ELECTRICAL METATARSAL STEEL 

EH MG ST 

HAZARD GUARD I TOE 


T50508_ 

Men's Timberland PRO TiTAN Camel 

Brown 6" EH Composite Toe Work 

Boot 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Soft Leather Upper 
Polyurethane Midsole 
Moisture Channeling Spacer Mesh 
Comfort Lining 
Non Metallic Hardware 
Electrical Hazard Rated 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Haystack Brown Full Grain Leather 
Upper 

Nylon Diffusion Shank for Torsional 
Rigidity 

Polyurethane Midsole for Lightweight 
Cushioning 

Lightweight TiTAN Safety Toe 



T52561_ 

Men's Timberland PRO Brown 8" EH 
PR CSA-ESR CSA-PR Steel Toe Work 
Boot 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Rugged Full Grain Leather Upper 
Abrasion Resistant Rubber Double Toe 
Fingergrip Pull On Feature 
Anti Fatigue Technology with Conical 
Midsole 

Electrical Hazard Rated 






CT EH 


Q<§ 


A, 


ELECTRICAL I STEEL 

EH I ST 


T50507_ 

Men's Timberland PRO TiTAN Black 
6" EH Composite Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Soft Leather Upper 
Polyurethane Lightweight Midsole 
Nylon Diffusion Shank for Torsional 
Rigidity 

Non Metallic Hardware 
Electrical Hazard Rated 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


T52562 _ 

Men's Timberland PRO Endurance 
Brown 6" EH Puncture Resistant 
Steel Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Supple Tumbled Leather 
Mesh Lining with Antimicrobial 
Treatment 

Electrical Hazard Rated 
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Timberland PRO 


T53009_ 

Men's Timberland PRO Wedge Mesa 
Maple 6" Soft Toe Boot 


T53359_ 

Women's Timberland PRO TiTAN 
Brown 6" EH Waterproof Alloy Toe 
Work Boot 


T53530_ 

Men's Timberland PRO Black 8" EH 
WP MetGuard Steel Toe Boot 






M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 5.5-10, 11 
W: 5.5-10, 11 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 




Premium Full Grain Leather Upper 
EVA Midsole Offers Lightweight 
Cushioned Comfort 
Metal Circular Eyelets 
Contoured Single Density Ortholite 
Footbed with Angion Antimicrobial 
Cover 


Waterproof Full Grain Leather 
Waterproof Membrane 
Mesh Lining with Antimicrobial 
Treatment 

Nylon Shank for Lightweight Support 
Padded Collar for Comfort 
Electrical Hazard Rated 


Ever Guard Leather Upper 
Waterproof Leather and Membrane 
Goodyear Welt Construction 
Antimicrobial Lining 
Electrical Hazard Rated 


SOFT 

s 

TOE 



EH MG 



T53531 _ 

Men's Timberland PRO Black 10" EH 
WP PR Insulated MetGuard Steel 
Toe Gravel Pit Mine Boot 


T53534 _ 

Men's Timberland PRO TiTAN Brown 
EH Alloy Toe Slip On Work Shoe 


T53536 _ 

Men's Timberland PRO TiTAN Mocha 
6” WP Soft Toe Boot 




M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Waterproof Leather Upper 

Zoned Insulation 200 to 400 Gram for 

Proper warmth 

Antimicrobial Lining 

Goodyear Welt Construction 

Electrical Hazard Rated 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Soft Leathers to Minimize Break In 
Time 

Polyurethane Midsole 

Nylon Diffusion Shank for Torsional 

Rigidity 

TiTAN Alloy Safety Toe for 
Lightweight Protection 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Soft Leather Upper with 
Waterproof Membrane 
Molded Polyurethane Midsole 
Nylon Diffusion Shank for Torsional 
Rigidity 

Cement Construction 
Electrical Hazard Rated 


EH 


w 

INSULATED 


METATARSAL 

MG 


STEEL 

ST 

TOE 


ALLOY I ELECTRICAL 


AT EH 




RESISTANT 
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Timberland PRO 


T54567 _ T61009 _ T63189 _ 

Men's Timberland PRO Endurance Men's Timberland PRO Mudsill Navy Women's Timberland PRO TiTAN 

TiTan Brown 6" EH Steel Toe Boot Gray EH Low Cut Steel Toe Work Brown EH Alloy Toe Work Shoe 

Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Lightweight Leather and 
Polycarbonate Hardware 
Ever Guard Leather Toe Bumper 
Antimicrobial Cambrelle Lining 
Nylon Diffusion Shank for Torsional 
Rigidity 

Electrical Hazard Rated 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Grey Sapphire Leather with Mesh 
Upper 

OrthoLite Footbed with Agion 
Antimicrobial Cover 
Antimicrobial Lining 
Nylon Shank 
Electrical Hazard Rated 


M: 5.5-10, 11 
W: 5.5-10, 11 

Premium Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Cement Construction 

Nylon Diffusion Shank for Torsional 

Rigidity 

Electrical Hazard Rated 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ALLOY I ELECTRICAL 


AT EH 



T65016 _ 

Men's Timberland PRO Wheat 6” EH 
Waterproof Insulated Steel Toe 
Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Wheat Nubuck Leather Upper 
Padded Collar Provides Comfort 
200 Gram Insulation 
Antimicrobial Lining and 
Antimicrobial Footbed Cover 
Electrical Hazard Rated 
Lightweight PVC Midsole 


T65030 _ 

Men's Timberland PRO Wheat 6" 
Waterproof Insulated Soft Toe 
Work Boot 



M: 6-12, 13, 14, 15 
W: 6-12, 13, 14, 15 

Seam Sealed Waterproof Leather 
Uppers 

Thermolite 200 Gram Insulation 
Mesh Lining with Antimicrobial 
Treatment 

Nylon Shock Diffusion Plate for 
Support and Torsional Rigidity 


T72399 

Women's Timberland PRO TiTAN 
Black 6" EH Alloy Toe Work Boot 



M: 5.5-10, 11 
W: 5.5-10, 11 

Full Grain Leather Upper 
Polyurethane Midsole 
Moisture Channeling Spacer Mesh 
Comfort Lining 

Nylon Diffusion Shank for Torsional 
Rigidity 

Electrical Hazard Rated 



aJU 

W) 

INSULATED 


SOFT 

s 

TOE 


ALLOY I ELECTRICAL 


AT EH 
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Timberland PRO 


T81016 _ 

Men's Timberland PRO Tan ESD 
Gorge Steel Toe Work Shoe 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Leather with Fabric Upper 
Breathable Open Cell Polyurethane 
Footbed 

Compression Molded EVA Midsole 
Electro Static Dissipative 


T85516_ 

Men's Timberland PRO Black 6" 
FlexShield EH Internal Met Guard 
Steel Toe Work Boot 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Oiled Leather Upper 
Padded Collar and Full Kevlar Welt 
Stitching 

Antimicrobial Cambrelle Lining 
TiTAN Shaped Steel Toe for a Roomy 
Fit 

Electrical Hazard Rated 


T85520 _ 

Men's Timberland PRO TiTAN 
Trekker Brown 6" EH Waterproof 
Alloy Toe Work Boot 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Soft Leather 
Upper 

Waterproof Membrane 
Moisture Channeling Spacer Mesh 
Comfort Lining 

Molded EVA Lightweight Midsole 
Electrical Hazard Rated 








STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


ELECTRICAL I METATARSAL I STEEL 

EH MG ST 


AT I EH 


T85590_ 

Men's Timberland PRO Gladstone 
Brown ESD Steel Toe Work Shoe 


T85591 _ 

Men's Timberland PRO Magnus 
6" EH Steel Toe Work Boot 


T85594_ 

Men's Timberland PRO Helix Brown 
6" EH WP Alloy Toe Work Hiker 


Brown 






M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 



Premium Full Grain Leather Upper 
SafeGrip Slip Resistant Sole 
Leather Lined Top Collar 
Non Metallic Fiberglass Shank 
Electro Static Dissipative 


Distressed Oiled Nubuck Leather 
Upper 

Steel Shank 
Antimicrobial Lining 
Lightweight and Constructied on 
TiTAN Last 

Electrical Hazard Rated 


Riggers Full Grain Waterproof 
Leather Upper 
Waterproof Membrane 
Dual Purpose Top Hardware 
Nylon Diffusion Shank 
Electrical Hazard Rated 
Cement Construction 


SDIST 

DISSIPATIVE I JOE 


ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Timberland PRO 


T85599_ 

Women's Timberland PRO Brown ESD 
Alloy Alloy Toe Slip On Work Shoe 


T86509_ 

Men's Timberland PRO Gladstone 
Brown ESD Steel Toe Slip On Work 
Shoe 


T86515_ 

Men's Timberland PRO Mudslinger 
Brown 5" EH Waterproof Steel Toe 
Work Boot 








M: 5.5-10, 11 
W: 5.5-10, 11 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


Premium Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Cement Construction 
Fiberglass Shank for Structural 
Support 

Electro Static Dissipative 


Premium Full Grain Leather Upper 
Leather Lined Top Collar 
SafeGrip Slip Resistant Sole 
Non Metallic Fiberglass Shank 
Electro Static Dissipative 


Waterproof Leather with Fabric Upper 
Waterproof Membrane 
Mesh Lining with Antimicrobial 
Treatment 

Compression Molded EVA Midsole 

Electrical Hazard Rated 

Nylon Shank for Torsional Rigidity 


AT SD 


T86518_ 

Men's Timberland PRO TiTAN Helix 
Brown 6" EH Alloy Toe Work Boot 


STATIC 

STEEL 

SD 

ST 

DISSIPATIVE 

TOE 


T87517 

Men's Timberland PRO Black 6" 
Waterproof Composite Toe Boot 



T87528_ 

Women's Timberland PRO Black ESD 
Slip On Alloy Toe Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Rugged Full Grain Leather Upper 
Cement Construction 
Mesh Lining with Agion Microbial 
Treatment 

Nylon Diffusion Shank 
Electrical Hazard Rated 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Upper 
Waterproof Membrane 
Mesh Lining with Agion Microbial 
Treatment 

Agion Antimicrobial Treatment 

Anti Fatigue Technology with Midsole 

Geopetry 


M: 5.5-10, 11 
W: 5.5-10, 11 

Waterproof Full Grain Leather Upper 

Antimicrobial Lining 

Fiberglass Shank 

Dynamic Anti Fatigue Technology 

Electro Static Dissipative 


ALLOY I ELECTRICAL 


AT EH 




AT SD 
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Timberland PRO 


T87559 _ 

Men's Timberland PRO Enclave 
Brown 10" EH Steel Toe Wellington 
Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Rugged Full Grain Leather Upper 

Cement Construction for Flexibility 

Unique Fingergrip Pull On Feature 

for Easy Entry 

Steel Shank 

Electrical Hazard Rated 


T87566_ 

Men's Timberland PRO Helix Brown 
8" EH WP Composite Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Cement Construction for Flexibility 
Anti Fatigue Technology in 
Polyurethane Midsole 
Padded Top Collar 
Electrical Hazard Rated 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


T89631_ 

Men's Timberland PRO Endurance 
Brown 6" EH Puncture Resistant 
Soft Toe Boot 



T89635 _ 

Men's Timberland PRO Brown 8" 
Boondock EH Insulated WP Soft Toe 
Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Mesh Lining with Agion Microbial 
Treatment 
Fiberglass Shank 

Steel Flex Puncture Resistant Plate 
for Flexible Underfoot Protection 
Electrical Hazard Rated 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather Upper 

Waterproof Membrane 

Combination Three Quarter Goodyear 

Welt Cement Construction 

Dual Density Polyurethane Midsole 

Electrical Hazard Rated 

600 Grams Thermolite Insulation 



T89628_ 

Men's Timberland PRO Boondock 
Brown 8" EH Insulated WP 
Composite Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather Upper 

Waterproof Membrane 

Combination Three Quarter Goodyear 

Welt Cement Construction 

Dual Density Polyurethane Midsole 

Electrical Hazard Rated 

600 Grams Thermolite Insulation 



T89645 _ 

Men's Timberland PRO Black 8" 
Boondock EH PR Insulated 
Waterproof Composite Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Upper 

Waterproof Membrane 

Blood Borne Pathogen Resistant 

CSA Puncture Resistance 

Electrical Hazard Rated 

200 Grams of Insulation 

Anti Fatigue Technology 




































Timberland PRO 


T89646 _ 

Men's Timberland PRO Brown 8" 
Boondock EH PR Insulated 
Waterproof Composite Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Upper 

Waterproof Membrane 

Blood Borne Pathogen Resistant 

CSA Puncture Resistance 

Electrical Hazard Rated 

200 Grams of Insulation 

Anti Fatigue Technology 


T89647_ 

Men's Timberland PRO Barstow Rust 
6" EH Wedge Moc Soft Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Leather Upper 
Unlined Rugged Full Grain Leather 
Goodyear Welt Construction 
Padded Top Collar for Comfort 
Electrical Hazard Rated 
EVA Midsole for Lightweight 
Cushioning 



T89652 _ T89656 _ 

Men's Timberland PRO Excave Brown Men's Timberland PRO Brown 9" Rip 
10" EH WP Met Guard Wellington Saw WP Insulated Comp Toe Logger 
Steel Toe Boot Boot 





M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 



Waterproof Full Grain Leather Upper 
with Waterproof Membrane 
Cement Construction for Flexibility 
Unique Fingergrip Pull On Feature 
for Easy Entry 

Mesh Lining with Agion Antimicrobial 
Treatment 


Premium EverGuard Waterproof Leather 
Upper 

Waterproof Membrane 

Mesh Lining with Agion Microbial 

Treatment 

Goodyear Welt Cast Construction 


ELECTRICAL I METATARSAL I STEEL 

EH MG ST 




T89649 _ 

Men's Timberland PRO Rigmaster 
Brown 8" EH WP MetGuard Alloy 
Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Waterproof Premium Leather Upper 
with Waterproof Membrane 
Goodyear Welt Cast Bond Construction 
Internalized Anti Fatigue Technology 
Steel Shank For Structural Support 
Electrical Hazard Rated 



T89687_ 

Women's Timberland PRO White 
Renova Ergonomic Soft Toe Shoe 



M: 5.5-10, 11 
W: 5.5-10, 11 

White Leather Upper 

Mesh Lining with Antimicrobial 

Treatment 

Heel to Toe Rocker Sole 
United States Ergonomics Certified 
Molded Polyurethane Insole 


SOFT 

s 

TOE 
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Timberland PRO 


T89688 _ T89689 _ 

Women's Timberland PRO Brown Women's Timberland PRO Black 

Renova Ergonomic Soft Toe Shoe Renova Ergonomic Soft Toe Shoe 



M: 5.5-10, 11 
W: 5.5-10, 11 

Brown Leather Upper 

Mesh Lining with Antimicrobial 

Treatment 

Heel to Toe Rocker Sole 
United States Ergonomics Certified 
Molded Polyurethane Insole 


SOFT 

s 

TOE 


T90625 _ 

Men's Timberland PRO Hyperion 
Slate 6" Hyperion EH WP Soft Toe 
Boot 



M: 5.5-10, 11 
W: 5.5-10, 11 

Black Leather Upper 

Mesh Lining with Antimicrobial 

Treatment 

Heel to Toe Rocker Sole 
United States Ergonomics Certified 
Molded Polyurethane Insole 


SOFT 

s 

TOE 


T90646 _ 

Men's Timberland PRO Hyperion 
Brown 6" EH WP Alloy Toe Work 
Boot 


&.! A* I 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Leather and Fabric Upper 
with Waterproof Membrane 
Cement Construction for Flexibility 
Mesh Lining with Agion Microbial 
Treatment 

Vibram Outsole for Durability and 
Traction 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Waterproof Premium Leather and 
Fabric Upper with Waterproof 
Membrane 

Cement Construction for Flexibility 
Padded Collar for Comfort 
Light Weight Molded EVA Midsole 
Electrical Hazard Rated 


bLLCTRICAL I SOFT I ALLOY ELECTRICAL I 

EH S 4 AT EH 4 

HAZARD I TOF I TOE CAP HAZARD I 


T89697 _ 

Men's Timberland PRO Helix Brown 
6" EH Internal MetGuard Composite 
Toe Work Boot 



M: 3.5-12, 13, 14, 15 
W: 3.5-12, 13, 14, 15 

Premium Abrasion Resistant Ever 
Guard Leather Upper 
Cambrelle Fabric Lining with 
Antimicrobial Treatment 
Goodyear Welt Construction 
Contoured Single Density Open Cell 
Polyurethane Footbed 



T90665_ 

Men's Timberland PRO TiTAN Brown 
6" EH WP Composite Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Full Grain 
Leather with Waterproof Membrane 
Cement Construction for Flexibility 
Padded Collar for Comfort 
Molded Polyurethane Midsole for 
Lightweight Cushion 
Electrical Hazard Rated 


COMPOSITE ELECTRICAL WATEH 

CT EH 4 

TOE HAZARD PflOOF 





























Timberland PRO 


T90670 T91614 

Women's Timberland Pro Black Men's Timberland PRO Blac k 9" Rip 

TiTAN EH Alloy Toe Work Shoe Saw WP CSA-ESR CSA-PR Comp Toe 

Logger Boot 




M: 5.5-10, 11 
W: 5.5-10, 11 

Premium Full Grain Leather Upper 

Cement Construction for Flexibility 

Padded Collar for Comfort 

Women's Fit 

Electrical Hazard Rated 

Mesh Lining with Agion Antimicrobial 

Treatment 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium EverGuard Waterproof Leather 
Upper 

Waterproof Membrane 

Mesh Lining with Agion Microbial 

Treatment 

Goodyear Welt Cast Construction 


ALLOY I ELECTRICAL 


AT EH 



Q<§ 


A 


■ WATER 

ELECTRICAL ■ 

EH | 4 


T91678 T91694 

Men's Timberland PRO Excave Black Men's Timberland PRO Branston 
6" EH Encave MetGuard Steel Toe Brown ESD Slip On Alloy Toe Work 
Work Boot Shoe 



Premium Abrasion Resistant Ever 
Guard Leather Upper 
Cement Construction for Flexibility 
Mesh Lining with Antimicrobial 
Treatment 

Steel Shank for Structural Support 
Electrical Hazard Rated 


Premium Full Grain Distressed 
Leather Upper 

Cement Construction for Flexibility 
Padded Top Collar for Comfort 
Fiberglass Shank for Structural 
Support 

Electro Static Dissipative 


ELECTRICAL ■ METATARSAL ■ STEEL 

ehImgI ST 


AT SD 


T91636 _ 

Men's Timberland PRO Red Brown AG 
Boss EH Waterproof Square Toe 
Alloy Toe Wellington 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Distressed 
Leather Uppers 

Blood Borne Pathogen Certified 
Waterproof Membrane 
Mesh Lining with Antimicrobial 
Treatment 

Electrical Hazard Rated 



T91696_ 

Men's Timberland PRO Hyperion EH 
Waterproof Mid Alloy Toe Work 
Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Fabric and Leather Upper 
Waterproof Membrane with Ever-Guard 
Leather 

Fiberglass Shank for Structural 
Support 

Electrical Hazard Rated 
Lightweight Molded EVA Midsole 
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Timberland PRO 


T92615 _ 

Men's Timberland PRO Boondock 
Brown 6" EH Waterproof Composite 
Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium EverGuard Waterproof Leather 
Upper 

Waterproof Membrane with Ever-Guard 
Leather 

Padded Top Collar for Comfort 
Fiberglass Shank for Structural 
Support 


T92641 

Men's Timberland PRO Boondock 
Brown 6" EH Waterproof Insulated 
Composite Toe Work Boot 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather with 
Waterproof Membrane 
Molded Timberland Pro Rubber Toe 
Protector 

Padded Top Collar for Comfort 
Fiberglass Shank for Structural 
Support 


T92647 

Men's Timberland PRO Branston 
Black ESD Slip On Alloy Toe Work 
Shoe 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Cement Construction for Flexibility 
Padded Top Collar for Comfort 
Fiberglass Shank for Structural 
Support 

Electro Static Dissipative 






COMPOSITE 

CT 


ELECTRICAL 

EH 


CT EH 


W I X 


AT SD 


T92649 

Men's Timberland PRO Black and 
Grey Powertrain ESD Alloy Toe 
Work Shoe 


T92669 _ 

Women's Timberland PRO Black and 
Pink Powertrain ESD Alloy Toe 
Work Shoe 


T92671 

Men's Timberland PRO Brown 8" 
Boondock EH Waterproof Composite 
Toe Work Boot 





M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Microfiber Leather 
Breathable Mesh Uppers 
Cement Construction for Flexibility 
Alloy Safety Toe for Lightweight 
Protection 

Fiberglass Shank for Structural 
Support 


M: 5.5-10, 11 
W: 5.5-10, 11 

Premium Microfiber Leather and 
Breathable Mesh 

Cement Construction for Flexibility 
Padded Top Collar for Comfort 
Fiberglass Shank for Structural 
Support 

Electro Static Dissipative 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather with 
Waterproof Membrane 
Rigid External Heel Cup for Lateral 
Stability 

Dual Purpose Top Hardware 
Fiberglass Shank for Structural 
Support 


AT SD 


AT SD 









»XVV: 
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Timberland PRO 


T95553 


T95567 


TA11QF 


Men's Timberland PRO Rigmaster 
Brown 8" EH WP Steel Toe Work 
Boot 


Men's Timberland PRO Black 8" 
Waterproof Insulated CSA-ESR 
CSA-PR Steel Toe Boot 


Men's Timberland PRO Black 
Synthetic Powertrain Mid ESD 
Alloy Toe Work Boot 





M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 




Waterproof Leather with Fabric Upper 
Waterproof Membrane 
Mesh Lining with Agion Microbial 
Treatment 

Quick Release Hardware 
Electrical Hazard Rated 


Premium Waterproof Leather Upper 

Waterproof Membrane 

Abrasion Resistant Rubber Double Toe 

Fiberglass Shank with Cement 

Construction 

Electrical Hazard Rated 


Premium Synthetic Upper for 
Durability 

Cement Construction for Flexibility 
Mesh Lining with Antimicrobial 
Treatment 

Fiberglass Shank for Structural 
Support 


ELECTRICAL 

STEEL 

WATER 

ji 

EH 

ST 

m 

HAZARD 

TOE 

PROOF 



TA11RO 


TA11SB 


TA121H 


Men's Timberland PRO Brown 
Rigmaster XT 6" EH Waterproof 
Steel Toe Work Boot 


Men's Timberland PRO Brown 
Rigmaster XT 8” EH Waterproof 
Steel Toe Work Boot 


Men's Timberland PRO Wheat 6” 
Resistor WP EH Insulated 
Composite Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


Premium Leather Upper with 
Waterproof Membrane 
Mesh Lining with Antimicrobial 
Treatment 

Fiberglass Shank for Structural 
Support 

Goodyear Welt Cast Bond Construction 


Premium Leather Upper with 
Waterproof Membrane 
Mesh Lining with Antimicrobial 
Treatment 

Fiberglass Shank for Structural 
Support 

Goodyear Welt Cast Bond Construction 


Seam Sealed Waterproof Leather 
Uppers 

Mesh Lining with Antimicrobial 
Treatment 

200 Grams of Insulation 
Nylon Shock Diffusion Plate 
Electrical Hazard Rated 




CT 

TOE 
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Timberland PRO 


TA127G TA128P 

Men's Timberland PRO TiTAN Brown Men's Timberland PRO TiTAN Brown 
Boondock 6" EH Waterproof 8" Boondock EH 1000 Gram 

Composite Toe Work Boot Insulated WP Comp Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Leather Upper with 
Waterproof Membrane 
Mesh Lining with Antimicrobial 
Treatment 

Fiberglass Shank for Structural 
Support 



W: 7-12, 13, 14, 15 

Premium Waterproof Leather Upper 

Waterproof Membrane 

Combination Three Quarter Goodyear 

Welt Cement Construction 

Dual Density Polyurethane Midsole 

Electrical Hazard Rated 

1000 Grams Thermolite Insulation 


CT EH 


CT EH 


W I X 


TA16SS 


TA172T 


Men's Timberland PRO Black 8" Men's Timberland PRO Brown 6" 

Endurance EH Waterproof Alloy Toe Endurance EH External MetGuard PR 
Work Boot Steel Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather with 
Waterproof Membrane 
Mesh Lining with Antimicrobial 
Treatment 

Fiberglass Shank for Structural 
Support 

Alloy Safety Toe 


M: 3.5-12, 13, 14, 15 
W: 3.5-12, 13, 14, 15 

Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Fiberglass Shank for Structural 
Support 

External Metatarsal Guard 
Electrical Hazard Rated 



ELECTRICAL I METATARSAL ■ STEEL I PUNC ™ RE 


EHIMGI ST 


TA16NN 

Men's Timberland PRO Black 
Powertrain ESD Alloy Toe Work 
Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Synthetic Upper with Ripstop 
Nylon 

Mesh Lining with Antimicrobial 
Treatment 

Fiberglass Shank for Structural 
Support 

Cement Construction 



TA176A 

Men's Timberland PRO Black 
Powertrain Sport EH Alloy Toe 
Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ripstop Nylon Upper 

Mesh Lining with Antimicrobial 

Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Electrical Hazard Rated 
Anti- Fatigue Technology 

































Timberland PRO 


TA1AXG 

Men's Timberland PRO Black 8" 
Stockdale EH Waterproof Alloy Toe 
Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Water Resistant Synthetic Uppers 
Mesh Lining with Antimicrobial 
Treatment 

Seam Sealed Waterproof Construction 
Electrical Hazard Rated 
Everguard Leather Vamps 



TA1B7F 

Women's Timberland PRO Black 
Powertrain Sport SD Alloy Toe 
Work Shoe 


TA1B6S 

Men's Timberland PRO Black with 
Orange Trim Powertrain Sport EH 
Alloy Toe Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ripstop Nylon Upper 

Mesh Lining with Antimicrobial 

Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Electrical Hazard Rated 
Anti Fatigue Technology 



TA1 BAB 

Men's Timberland PRO Brown 
Disruptor EH Alloy Toe Work Shoe 


TA1B6U 

Men's Timberland PRO Black 
Powertrain Sport SD Alloy Toe 
Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 
XW: 7-12, 13, 14, 15 

Ripstop Nylon Upper 

Mesh Lining with Antimicrobial 

Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Electro Static Dissipative 


ALLOY STATIC 

AT SD 

TOE CAP DISSIPATIVE 


TA1BAK 

Men's Timberland PRO Wheat 
Disruptor EH Alloy Toe Work Shoe 






M: 5.5-10, 11 
W: 5.5-10, 11 

Ripstop Nylon Upper 

Mesh Lining with Antimicrobial 

Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Electro Static Dissipative 
Anti Fatigue Technology 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Donkey Nubuck Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Three Part Bio Suspension System 
Contoured Shock Diffusion Plate and 
Shank 

Electrical Hazard Rated 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Wheat Nubuck Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Three Part Bio Suspension System 
Contoured Shock Diffusion Plate and 
Shank 

Electrical Hazard Rated 




AT SD AT EH 


ALLOY I ELECTRICAL 


AT EH 
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Timberland PRO 


TA1FZP 

Men's Timberland PRO Black 6" 
Boondock EH Waterproof Composite 
Toe Work Boot 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane 
Electrical Hazard Rated 
Blood Borne Pathogen Protection 


TA1G7X 

Men's Timberland PRO Gray and 
Orange Powertrain Sport CSA-ESR 
CSA-PR Alloy Safety Toe Sneaker 



W: 7-12, 13, 14, 15 

Ripstop Nylon Upper 
Mesh Lining with Antimicrobial 
Treatment 
Metal Free Upper 
Puncture Resistant 
Electrical Hazard Rated 
Anti- Fatigue Technology 


TA1GHM 

Men's Timberland PRO Black 
Powertrain Sport EH Met Guard 
Alloy Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ripstop Nylon Upper 

Mesh Lining with Antimicrobial 

Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Electrical Hazard Rated 
Metatarsal Guard 





TA1GM1 

Men's Timberland PRO Brown 6" 
Ascender EH Met Guard Alloy Toe 
Work Boot 



TA1GNL 

Men's Timberland PRO Brown 6" 
Gridworks EH Alloy Toe Work Boot 



TA1GT9 

Men's Timberland PRO Black and 
Orange Powertrain Sport SD Alloy 
Toe Work Shoe 





M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Fiberglass Shank for Structural 
Support 

Electrical Hazard Rated 
Metatarsal Guard 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Goodyear Welt Construction 
Electrical Hazard Rated 
Steel Shank 
Brass Hardware 




M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ripstop Nylon Upper 

Mesh Lining with Antimicrobial 

Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Electro Static Dissipative 
Anti Fatigue Technology 



ALLOY I ELECTRICAL 


AT EH 



AT SD 
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Timberland PRO 


TA1GVF 

Men's Timberland PRO Black 
Disruptor EH Lace Up Alloy Toe 
Work Shoe 


TA1GVG 

Men's Timberland PRO Black 
Powertrain Sport SD Soft Toe 
Sneaker 


TA1GVR 

Women's Timberland PRO Grey and 
Orange Powertrain Sport SD Alloy 
Safety Toe Sneaker 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Canvas Upper 

Canvas Lining with Antimicrobial 
Treatment 

Dynamic Anti Fantigue Footbed 
Cement Construction 
Electrical Hazard Rated 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ripstop Nylon Upper 

Mesh Lining with Antimicrobial 

Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Electro Static Dissipative 
Anti Fatigue Technology 


M: 5.5-10, 11 
W: 5.5-10, 11 

Ripstop Nylon Upper 

Mesh Lining with Antimicrobial 

Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Electro Static Dissipative 
Anti Fatigue Technology 


AT 


TA1GW3 

Women's Timberland PRO Black 
Powertrain Sport SD Waterproof 
Soft Toe Sneaker 


SOFT STATIC 

S SD 

TOE dissipative 


TA1GYL 

Men's Timberland PRO Brown 6" 
Stockdale EH Waterproof Alloy Toe 
Work Boot 


SD 


TA1H16 

Men's Timberland PRO Black 
Disruptor EH Slip On Alloy Toe 
Work Shoe 


EH 


AT 





M: 5.5-10, 11 
W: 5.5-10, 11 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


M: 3.5-12, 13, 14, 15 
W: 3.5-12, 13, 14, 15 




Ripstop Nylon Upper with TPU Toe 
Overlays 

Mesh Lining with Antimicrobial 
Treatment 

Anti Fatigue Technology in 
Polyurethane Outsole 
Fiberglass Shank 


Premium Seam Sealed Waterproof 
Leather 

Mesh Lining with Antimicrobial 

Treatment 

Waterproof 

Cement Construction 

Electrical Hazard Rated 


Canvas Upper 

Canvas Lining with Antimicrobial 
Treatment 

Dynamic Anti Fantigue Footbed 
Cement Construction 
Electrical Hazard Rated 


SOFT 

STATIC 

WATER 

s 

SD 

A 

TOE 

DISSIPATIVE 

PROOF 



ALLOY I ELECTRICAL 


AT EH 
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Timberland PRO 


TA1H1S 

Women's Timberland PRO Black and 
Lavender Powertrain Sport SD 
Alloy Toe Work Shoe 



M: 5.5-10, 11 
W: 5.5-10, 11 

Ripstop Nylon Upper 

Mesh Lining with Antimicrobial 

Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Static Dissipative Rated 
Anti Fatigue Technology 


ALLOY STATIC 

AT SD 

TOE CAP DISSIPATIVE 


TA1HQL 

Men's Timberland PRO Brown 6" 
Helix HD EH Waterproof Composite 
Toe Work Boot 


TA1HC5 

Men's Timberland PRO Brown EH 
Waterproof Euro Hiker Alloy Toe 
Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Waterproof 
Leather Upper 

Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane 
Bloodborne Pathogen Resistant 
Membrane 



TA1HRU 

Men's Timberland PRO Black and 
Blue Powertrain Sport EH Alloy 
Toe Work Shoe 


TA1HPY 

Men's Timberland PRO Wheat 6" 
Helix HD EH Waterproof Composite 
Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane 
Electrical Hazard Rated 
Blood Borne Pathogen Protection 
Anti Fatigue Technology 


COMPOSITE ELECTRICAL I 

CT EH <4 

TOE HAZARD I panne 


TA1I3U 

Men's Timberland PRO Black and 
Orange Powertrain Sport EH Alloy 
Toe Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane 
Electrical Hazard Rated 
Blood Borne Pathogen Protection 
Anti Fatigue Technology 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ripstop Nylon Upper 

Mesh Lining with Antimicrobial 

Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Electrical Hazard Rated 
Anti Fatigue Technology 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premum Raptek Microfiber Upper 
Mesh Lining with Antimicrobial 
Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Electrical Hazard Rated 
Anti Fatigue Technology 


ALLOY CAL ALLOY 

CT EH A AT EH AT EH 

TOE HAZARD TOE CAP HAZARD TOE CAP HAZARD 
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Timberland PRO 


TA1I4H 

Men's Timberland PRO Dark Brown 
6" Helix HD EH Waterproof 
Composite Toe Work Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane 
Electrical Hazard Rated 
Blood Borne Pathogen Protection 
Anti Fatigue Technology 



TA1I5Q_ 

Women's Timberland PRO Black and 
Pink Powertrain Sport EH Alloy 
Toe Work Shoe 


TA1I4S 

Men's Timberland PRO Black 
Powertrain Sport EH Alloy Toe 
Slip Resistant Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Raptek Microfiber Upper 
Mesh Lining with Antimicrobial 
Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Electrical Hazard Rated 
Anti Fatigue Technology 



TA1JY4 

Women's Timberland PRO Black 
Powertrain Sport EH Alloy Toe 
Work Shoe 


TA1I54 

Women's Timberland PRO Black and 
Blue Powertrain Sport SD Slip On 
Alloy Toe Work Shoe 



M: 5.5-10, 11 
W: 5.5-10, 11 

Premium Ripstop Nylon Upper 
Mesh Lining with Antimicrobial 
Treatment 

Abrasion Resistant Screen Print 
Non Metallic Shank 
Static Dissipative Rated 
Anti Fatigue Technology 



TA1KBO 

Men's Timberland PRO Brown 
Ridgework Mid EH Waterproof 
Composite Toe Work Shoe 




M: 5.5-10, 11 
W: 5.5-10, 11 

Raptek Nylon Upper 

Mesh Lining with Antimicrobial 

Treatment 

Raptek Microfiber for Extreme 
Durability and Protection 
Non Metallic Shank 
Electrical Hazard Rated 


M: 5.5-10, 11 
W: 5.5-10, 11 

Premium Raptek Microfiber Uppers 
Mesh Lining with Antimicrobial 
Treatment 

Protective TPU Toe Overlay 
Non Metallic Shank 
Electrical Hazard Rated 
Anti Fatigue Technology 


M: 7-12, 13, 14 
W: 7-12, 13, 14, 15 

Ever Guard Waterproof Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Contoured Shock Diffusion Plate 
Electrical Hazard Rated 
Stable Stride Stability Platform 
Rubberized Screenprint Toe Overlay 


ALLOY I ELECTRICAL 


AT EH 



ALLOY I ELECTRICAL 


AT EH 
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Timberland PRO 


TA1KBW 

Men's Timberland PRO Black 
Ridgework Mid EH Waterproof 
Composite Toe Work Shoe 


TA1KCX 

Men's Timberland PRO Brown 
Ridgework Low EH Composite Toe 
Work Shoe 


TA1KHV 

Men's Timberland PRO Brown 6" 
Workstead EH Composite Toe Work 
Boot 





M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ever Guard Waterproof Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Contoured Shock Diffusion Plate 
Electrical Hazard Rated 
Stable Stride Stability Platform 
Rubberized Screenprint Toe Overlay 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ever Guard Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Contoured Shock Diffusion Plate 
Electrical Hazard Rated 
Stable Stride Stability Platform 
Rubberized Screenprint Toe Overlay 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Fiberglass Shank for Structural 
Support 

Electrical Hazard Rated 



TA1 KIT 

Women's Timberland PRO Turkish 
Coffee 6" Hightower EH Waterproof 
Alloy Toe Work Boot 


CT EH 


TA1KJ5 

Women's Timberland PRO Brown 8” 
Hightower EH Waterproof Alloy Toe 
Work Boot 


CT EH 


TA1KJ8 

Women's Timberland PRO Wheat 6" 
Direct Attach EH Waterproof 
Insulated Steel Toe Boot 



M: 5.5-10, 11, 12 
W: 5.5-10, 11, 12 

Premium Waterproof Full Grain 
Leather Upper 

Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane 
Electrical Hazard Rated 
Fiberglass Shank for Stability 


M: 5.5-10, 11, 12 

Full Grain Waterproof Leather Upper 

Antimicrobial Lining 

Fiberglass Shank 

Cast Metal Hardware 

Electrical Hazard Rated 

Anti Fatigue Technology Polyurethane 

Footbeds 

Cement Construction 


M: 5.5-10, 11, 12 

Seam Sealed Waterproof Leather 
Uppers 

Mesh Lining with Antimicrobial 
Treatment 

Thermolite 200g Insulation 
Nylon Shock Diffusion Plate 
Electrical Hazard Rated 
Open Cell Polyurethane Footbed 
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Timberland PRO 


TA1KJG 

Women's Timberland PRO Black 
Riveter SD Puncture Resistant 
Alloy Toe Work Shoe 



M: 5.5-10, 11, 12 

Premium Full Grain Leather Upper 

Mesh Lining with Antimicrobial 

Treatment 

Fiberglass Shank 

Static Dissipative Rated 

Meets CSA Grade 1 with a Puncture 

Resistant Plate 

Mutilation Free Upper 


TA1KJJ 

Women's Timberland PRO Brown 
Riveter SD Puncture Resistant 
Alloy Toe Work Shoe 


ft&» t 

M: 5.5-10, 11, 12 
W: 5.5-10, 11, 12 

Premium Full Grain Leather Upper 

Mesh Lining with Antimicrobial 

Treatment 

Fiberglass Shank 

Static Dissipative Rated 

Meets CSA Grade 1 with a Puncture 

Resistant Plate 


TA1KJR 

Women's Timberland PRO Brown 6" 
Hightower EH Alloy Toe Work Boot 



M: 5.5-10, 11, 12 

Premium Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 
Made For Women 
Electrical Hazard Rated 
Fiberglass Shank for Stability 
Dynamic Anti Fatigue Technology 
Polyurethane Footbed 


AT SD 


AT SD 


ALLOY I ELECTRICAL 


AT EH 



TA1KKS 

Women's Timberland PRO Kaffe 6" 
Hightower EH Waterproof Alloy Toe 
Work Boot 


TA1KL1 

Women's Timberland PRO Black 6” 
Hightower EH Waterproof Alloy Toe 
Work Boot 


TA1KNM 

Men's Timberland PRO Light Brown 
Euro Hiker EH Waterproof Soft Toe 
Work Boot 



M: 5.5-10, 11, 12 
W: 5.5-10, 11, 12 

Premium Waterproof Full Grain 
Leather Upper 

Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane 
Electrical Hazard Rated 
Fiberglass Shank for Stability 


M: 5.5-10, 11, 12 

Full Grain Waterproof Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Waterpoof Membrane 
Electrical Hazard Rated 
Fiberglass Shank for Stability 
Cement Construction 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane to Lock Out 
Water 

Electrical Hazard Rated 
Fiberglass Shank for Stability 
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Timberland PRO 


TA1KNU TA1KOV TA1KPF 

Men's Timberland PRO Brown Euro Men's Timberland PRO Brown Boldon Men's Timberland PRO Brown 6" 

Hiker EH Waterproof Soft Toe Work SD Alloy Toe Work Oxford Helix EH Waterproof Soft Toe Shoe 

Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane to Lock Out 
Water 

Electrical Hazard Rated 
Fiberglass Shank for Stability 



TA1KRM 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Leather Upper 
Canvas Lining with Antimicrobial 
Treatment 

Contoured Shock Diffusion Plate 
Static Dissipative Rated 
Sensorflex Comfort System 
Mutilation Free Upper 


AT SD 


TA1KRQ 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane to Lock Out 
Water 

Electrical Hazard Rated 
Cement Construction for Flexibility 



TAIORR 


Men's Timberland PRO Brown 6" 
Gridworks EH Waterproof Soft Toe 
Boot 


Men's Timberland PRO Red Brown 6' 
Gridworks EH Waterproof Soft Toe 
Boot 


Men's Timberland PRO Grey 
Drivetrain SD Composite Toe Work 
Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Waterproof 
Leather Upper 

Mesh Lining with Antimicrobial 
Treatment 

Goodyear Welt Construction 
Electrical Hazard Rated 
Steel Shank and Brass Hardware 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Waterproof 
Leather Upper 

Mesh Lining with Antimicrobial 
Treatment 

Goodyear Welt Construction 
Electrical Hazard Rated 
Steel Shank and Brass Hardware 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ariaprene Mesh Uppers 

Mesh Lining with Antimicrobial 

Treatment 

TPU Toe Overlays 

Static Dissipative Rated 

Metal Free 

Cement Construction 




COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 
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Timberland PRO 


TAIORV 

Women's Timberland PRO Black 
Drivetrain SD Composite Toe Work 
Shoe 



M: 5.5-10, 11, 12 

Ariaprene Mesh Uppers 

Mesh Lining with Antimicrobial 

Treatment 

TPU Toe Overlays 

Static Dissipative Rated 

Metal Free 

Cement Construction 



TA1Q3F_ 

Men's Timberland PRO Black and 
Grey Powertrain Sport ESD Alloy 
Safety Toe Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ever Guard Leather Uppers 
Mesh Lining with Antimicrobial 
Treatment 

Static Dissipative Rated 
TPU Toe Overlays for Durability 


AT SD 


TA1Q2P 

Men's Timberland PRO Black and 
Orange Ridgework Low EH 
Waterproof Composite Toe Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ever Guard Waterproof Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Contoured Shock Diffusion Plate 
Electrical Hazard Rated 
Stable Stride Stability Platform 
Rubberized Screenprint Toe Overlay 


COMPOSITE ELECTRICAL — 

CT EH 4 

TOE HAZARD ponOF 


TA1Q3L _ 

Men's Timberland PRO Black 
Drivetrain SD Composite Toe Work 
Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ariaprene Mesh Uppers 

Mesh Lining with Antimicrobial 

Treatment 

TPU Toe Overlays 

Static Dissipative Rated 

Metal Free 

Cement Construction 



TA1Q3B 

Women's Timberland PRO Black 
Powertrain Sport SD Alloy Safety 
Toe Sneaker 



M: 5.5-10, 11 
W: 5.5-10, 11 

Timberland EverGuard Leather 
Mesh Lining with Antimicrobial 
Treatment 

Protective TPU Toe Overlay 
Static Dissipative Rated 
Non Metallic Shank for Structural 
Support 



TA1Q54 

Men's Timberland PRO Brown 6" 
Hypercharge EH Waterproof 
Composite Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Moisture Wicking Lining with 
Antimicrobial Treatment 
Waterproof Membrane 
Electrical Hazard Rated 
Cement Construction for Flexibility 


COMPOSITE ELECTRICAL WATEH 

CT EH 4 

TOE HAZARD ponOF 
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Timberland PRO 


TA1Q8D TA1Q8K TA1Q8M 

Men's Timberland PRO Gritstone 6" Men's Timberland PRO Gritstone 6" Men's Timberland PRO Gritstone 6" 

Brown EH Steel Toe Boots Wheat EH Steel Toe Boots Black EH Steel Toe Boots 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Cement Construction for Flexibility 
Electrical Hazard Rated 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Cement Construction for Flexibility 
Electrical Hazard Rated 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Cement Construction for Flexibility 
Electrical Hazard Rated 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


TA1Q8Q_ 

Men's Timberland PRO Brown and 
Green Keele Ridge Work Waterproof 
Steel Toe Hiker 


TA1RU5 

Men's Timberland PRO Black 6" 
Hypercharge EH Waterproof 
Composite Toe Boot 


TA1RUU 

Men's Timberland PRO Black Boldon 
SD Alloy Safety Toe Slip On Shoe 



M: 8-12, 13 
W: 9.5-12, 13 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 


! 

M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 



Waterproof Leather and Nylon Uppers 
Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane 
Toe Overlays for Durability 
BSFP Motion Efficiency System 
Removable Insole and Padded Collar 


Premium Full Grain Leather Upper 
Moisture Wicking Lining with 
Antimicrobial Treatment 
Waterproof Membrane 
Electrical Hazard Rated 
Cement Construction for Flexibility 


Premium Full Grain Leather Upper 
Canvas Lining with Antimicrobial 
Treatment 

Contoured Shock Diffusion Plate 
Static Dissipative Rated 
Cement Construction for Flexibility 
SensorFlex Comfort System 


ST 





























Timberland PRO 


TA1RVF TA1RVH 

Men's Timberland PRO Black Women's Timberland PRO Black 

Drivetrain EH Composite Toe Work Drivetrain EH Composite Toe Work 
Shoe Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Abrasion Resistant Mesh Uppers 

Mesh Lining with Antimicrobial 

Treatment 

TPU Toe Overlays 

Electrical Hazard Rated 

Metal Free 

Cement Construction 


M: 5.5-10, 11, 12 

Abrasion Resistant Mesh Uppers 

Mesh Lining with Antimicrobial 

Treatment 

TPU Toe Overlays 

Electrical Hazard Rated 

Metal Free 

Cement Construction 


CT EH 


TA1RW4 

Men's Timberland PRO Brown 8" 
Helix EH Waterproof Composite Toe 
Boot 


CT EH 


TA1RWG 

Women's Timberland PRO Black 
Chelsea SD Composite Toe Pull On 
Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather Uppers 
Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane 
Electrical Hazard Rated 
Blood Borne Pathogen Compliant 
Direct Inject Construction 



M: 5.5-10, 11, 12 

Premium Full Grain Distressed 
Leather Upper 
Antimicrobial Treated Lining 
Cement Construction 
Static Dissipative Rated 
Fiberglass Shank 
Dynamic Anti Fatigue Technology 
Polyurethane Footbed 



CT 

TOE 


TA1RVS 

Men's Timberland PRO Brown 6" 
Hypercharge Waterproof Composite 
Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather Uppers 
Mesh Lining with Antimicrobial 
Treatment 

Waterproof Membrane 
Blood Borne Pathogrn Compliant 
Stable Stride Stability Platform 
Cement Construction 



TA1S3D 

Men's Timberland PRO Downdraft 6" 
Black EH Waterproof Safety Toe 
Boots 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Waterproof 
Leather Upper 

Mesh Lining with Antimicrobial 
Treatment 

Cement Construction with Fiberglass 
Shank 

Electrical Hazard Rated 






























Timberland PRO 


TA1S5M 

Men's Timberland PRO DriveTrain 
Black Ripstop SD Composite Toe 
Mid Boots 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Abrasion Resistant Nylon Uppers 
Mesh Lining with Antimicrobial 
Treatment 

Cement Construction for Flexibility 
Static Dissipative Rated 
Metal Free 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


TA1WYA 

Women's Timberland PRO Black 
Drivetrain SD Composite Toe Work 
Shoe 


TA1VEW 

Men's Timberland PRO Downdraft 6" 
Brown EH Waterproof Safety Toe 
Boots 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Full Grain Waterproof 
Leather Upper 

Mesh Lining with Antimicrobial 
Treatment 

Cement Construction with Fiberglass 
Shank 

Electrical Hazard Rated 



TA1WZU 

Men's Timberland PRO Brown Mid 
DriveTrain EH Composite Toe Work 
Shoe 


TA1VJB 

Men's Timberland PRO Ridgework 
Black EH Low Waterproof Composite 
Toe Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Ever-Guard Waterproof Leather Upper 
Mesh Lining with Antimicrobial 
Treatment 

Cement Construction 
Contoured Shock Diffusion Plates 
Electrical Hazard Rated 



TA1WZU 

Men's Timberland PRO Brown Mid 
DriveTrain EH Composite Toe Work 
Shoe 



M: 5.5-10, 11, 12 

Abrasion Resistant Ripstop Nylon 
Upper 

Breathable and Moisture Wicking 
Lining with Anti Microbial Treatment 
TPU Toe Overlays for Enhanced 
Durability 

Metal and Mutilation Free 
Static Dissipative Rated 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Leather and Abrasion 
Resistant Mesh Upper 
Breathable and Moisture Wicking 
Lining with Anti Microbial Treatment 
Cement Construction for Flexibility 
Anti Fatigue Technology PU Footbed 
Electrical Hazard Rated 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Leather and Abrasion 
Resistant Mesh Upper 
Breathable and Moisture Wicking 
Lining with Anti Microbial Treatment 
Cement Construction for Flexibility 
Anti Fatigue Technology PU Footbed 
Electrical Hazard Rated 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 


CT EH 


CT EH 
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Timberland PRO 


TA1X16 

Men's Timberland PRO Brown and 
Orange Mid DriveTrain EH 
Composite Toe Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Full Grain Leather and Abrasion 
Resistant Mesh Upper 
Breathable and Moisture Wicking 
Lining with Anti Microbial Treatment 
Cement Construction for Flexibility 
Anti Fatigue Technology PU Footbed 
Electrical Hazard Rated 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


TA1XH7 

Men's Timberland PRO Black and 
Blue DriveTrain EH Composite Toe 
Work Shoe 


TA1XG9 

Men's Timberland PRO Black and 
Orange DriveTrain EH Composite 
Toe Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Abrasion Resistant Ripstop Nylon 
Upper 

Breathable and Moisture Wicking 
Lining with Anti Microbial Treatment 
Cement Construction for Flexibility 
Metal and Mutilation Free 
Electrical Hazard Rated 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


TA1XHT 

Women's Timberland PRO Black and 
Pink Drivetrain EH Composite Toe 
Work Shoe 


TA1XGK 

Men's Timberland PRO Black and 
Red DriveTrain EH Composite Toe 
Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Abrasion Resistant Ripstop Nylon 
Upper 

Breathable and Moisture Wicking 
Lining with Anti Microbial Treatment 
Cement Construction for Flexibility 
Metal and Mutilation Free 
Electrical Hazard Rated 


COMPOSITE ELECTRICAL 

CT EH 

TOE HAZARD 


TA1XJE 

Women's Timberland PRO Black and 
Blue Drivetrain EH Composite Toe 
Work Shoe 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Abrasion Resistant Ripstop Nylon 
Upper 

Breathable and Moisture Wicking 
Lining with Anti Microbial Treatment 
Cement Construction for Flexibility 
Metal and Mutilation Free 
Electrical Hazard Rated 



M: 5.5-10, 11, 12 

Abrasion Resistant Ripstop Nylon 
Upper 

Breathable and Moisture Wicking 
Lining with Anti Microbial Treatment 
TPU Toe Overlays for Enhanced 
Durability 

Metal and Mutilation Free 
Electrical Hazard Rated 



M: 5.5-10, 11, 12 

Abrasion Resistant Ripstop Nylon 
Upper 

Breathable and Moisture Wicking 
Lining with Anti Microbial 
Treatment 

TPU Toe Overlays for Enhanced 
Durability 

Metal and Mutilation Free 


CT EH 


CT EH 


CT EH 



























188 


Timberland PRO 


TA1Z4P 

Women's Timberland PRO Black Mid 
Drivetrain SD Composite Toe Work 
Shoe 



M: 5.5-10, 11, 12 

Abrasion Resistant Mesh Uppers 
Breathable and Moisture Wicking 
Lining with Anti Microbial Treatment 
TPU Toe Overlays for Enhanced 
Durability 

Metal and Mutilation Free 
Static Dissipative Rated 
Cement Construction for Flexibility 


COMPOSITE STATIC 

CT SD 

TOE DISSIPATIVE 
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Timberland PRO Valor 


Til 61A 

Men's Timberland PRO VALOR Duty 
6" EH Black Composite Safety Toe 
Waterproof Side Zip Boot 


Til 63A 

Men's Timberland PRO VALOR Duty 
6" Black Soft Toe Waterproof Side 
Zip Boot 


Til 64A 

Men's Timberland PRO VALOR Duty 
6" Black Soft Toe Waterproof Boot 



M: 3-12, 13, 14, 15 
W: 3.5-12, 13, 14, 15 

Premium Waterproof Leather and 
Waterproof Membrane 
Cement Construction for Flexibility 
Polishable Smooth Forefoot with 
Textile Upper Panels 
Bloodborne Pathogen Resistant 
Membrane 


M: 3.5-12, 13, 14, 15 
W: 3.5-12, 13, 14, 15 

Premium Waterproof Leather and 
Waterproof Membrane 
Cement Construction for Flexibility 
Polishable Smooth Forefoot with 
Textile Upper Panels 
Bloodborne Pathogen Resistant 
Membrane 


M: 3.5-12, 13, 14, 15 
W: 3.5-12, 13, 14, 15 

Premium Waterproof Leather and 
Waterproof Membrane 
Cement Construction for Flexibility 
Polishable Smooth Forefoot with 
Textile Upper Panels 
Bloodborne Pathogen Resistant 
Membrane 


COMPOSITE 

CT 


ELECTRICAL 

EH 



SOFT 

WATER 

s 

m 

TOE 

PROOF 


Til 65A 

Men's Timberland PRO VALOR Duty 
8" Black Composite Safety Toe 
Waterproof Side Zip Boot 


Til 67A 

Men's Timberland PRO VALOR Duty 
8" Black Soft Toe Waterproof Side 
Zip Boot 


T90667 _ 

Men's Timberland PRO VALOR Black 
Newmarket Soft Toe Oxford 





M: 3.5-12, 13, 14, 15 
W: 3.5-12, 13, 14, 15 

Premium Waterproof Leather and 
Waterproof Membrane 
Cement Construction for Flexibility 
Polishable Smooth Forefoot with 
Textile Upper Panels 
Bloodborne Pathogen Resistant 
Membrane 


M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Waterproof Leather and 
Waterproof Membrane 
Cement Construction for Flexibility 
Polishable Smooth Forefoot with 
Textile Upper Panels 
Bloodborne Pathogen Resistant 
Membrane 


M: 3.5-12, 13, 14, 15 
W: 3.5-12, 13, 14, 15 

Leather and Mesh Lightweight Upper 
Materials 

Cement Construction for Flexibility 
Mesh Lining with Antimicrobial 
Treatment 

Non Metallic Polycarbonate Hardware 
Nylon Shank 


CT 

TOE 




SOFT 

s 

TOE 























Timberland PRO Valor 


T92633 _ 

Men's Timberland PRO VAOLR Black 
Tactical 5" EH Waterproof Soft 
Toe Boot 



M: 3.5-12, 13, 14, 15 
W: 3.5-12, 13, 14, 15 

Premium Clarino Microfiber Upper for 

Waterproof Membrane 

Cement Construction for Flexibility 

Polishable Smooth Forefoot with 

Textile Upper Panels 

Bloodborne Pathogen Resistant 

Membrane 



T92634 

Men's Timberland PRO VAOLR Black 
Tactical 5" EH Soft Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Black Clarino Microfiber Upper with 
800D Ballistic Poly 
Cement Construction for Flexibility 
Polishable Smooth Forefoot with 
Textile Upper Panels 
Lightweight Molded EVA Midsole 
Metal Detector Friendly Hardware 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 


T92638_ 

Men's Timberland PRO VALOR Black 
Tactical 8" EH Side Zip Soft Toe 
Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Black Clarino Microfiber Upper with 
800D Ballistic Poly 
Cement Construction for Flexibility 
Polishable Smooth Forefoot with 
Textile Upper Panels 
Lightweight Molded EVA Midsole 
Metal Detector Friendly Hardware 


ELECTRICAL 

EH 

SOFT 

s 

HAZARD 

TOE 


T92639_ 

Men's Timberland PRO VALOR Black 
Tactical 8" EH Waterproof Side 
Zip Soft Toe Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14, 15 

Premium Clarino Microfiber Upper for 

Waterproof Membrane 

Cement Construction for Flexibility 

Polishable Smooth Forefoot with 

Textile Upper Panels 

Bloodborne Pathogen Resistant 

Membrane 

















Tingley Rubber 


1300_ 

Men's Tingley Black Hi-Top 
Waterproof Work Rubber Overshoe 


1350 _ 

Tingley Rubber Winter-Tuff Ice 
Traction Overshoes 



2XL: 13.5-14 
3XL: 14.5-15.5 
L: 11 
M: 9-9.5 
S: 8 

XL: 12-12.5 

Covers Work Shoe Up to the Ankle 



2XL: 13-14 
3XL: 14.5-15.5 
L: 11 
M: 9-9.5 
S: 8 

XL: 12-12.5 


SOFT 

S 

TOE 




1400_ 

Men's Tingley Black 10" 

Waterproof Work Rubber Overshoe 




2XL: 13.5-14 
3XL: 14.5-15.5 
L: 11 
M: 9-9.5 
S: 8 

XL: 12-12.5 

Molded in Button for Secure Closure 


SOFT 

WATER 

s 

m 

TOE 

PROOF 


26256 


27251 


35211 


Men's Tingley Blue and Red 15" 
Flite EH Waterproof Composite Toe 
Rubber Boot 


Men's Tingley Black 15" Flite EH 
Waterproof Composite Toe Rubber 
Boot 


Men's Tingley Black Steel Toe 
Overshoe 



R: 4, 5, 6, 7, 8, 9, 10, 11, 12, 13, 14 
15 

Durable Seamless Upper 
100 Percent Liquid Proof 
Calf Relief Topline and Non Metallic 
Beveled Heel for Reduced Back and 
Leg Strain 

Electrical Hazard Rated 


R: 4, 5, 6, 7, 8,9, 10, 11, 12, 13, 14 
15, 16 

Durable Seamless Upper 
100 Percent Liquid Proof 
Calf Relief Topline and Non Metallic 
Beveled Heel for Reduced Back and 
Leg Strain 

Electrical Hazard Rated 


L: 11 
M: 9 
XL: 12 
XS: 5 

Molded in Oversized Toe Cap Fits 
Most Shoe Styles 
Injection Molded 100 Percent 
Waterproof Protection 
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Tingley Rubber 


93255 _ 

Men's Tingley Brick Red 15" EH 
Premier G2 EH PVC Waterproof 
Composite Toe Boot 



R: 3, 4, 5,6, 7, 8,9, 10, 11, 12, 13 


14 

Injection Molded 100 Percent 
Waterproof Protection 
Soft Flexible Upper Material for All 
Day Comfort 

Removable Contour Cushion Insole 
Absorbs Moisture 
Electrical Hazard Rated 
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Wolverine 


W10112 

Men's Wolverine Black 6" Merlin 
EH Waterproof Composite Toe Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Americana Leather Upper 
Wave Mesh Lining with Waterproof 
Membrane 

Wolverine Peak AG Anti-Gravity 
Series for Peak Comfort 
Cement Construction 
Electrical Hazard Rated 


COMPOSITE ELECTRICAL WATER 

CT EH 4 

TOE HAZARD PflnOF 


W10304 

Men's Wolverine Black 6" Tarmac 
Waterproof EH Reflective 
Composite Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Leather Upper 
Ultra Light EVA Midsole 
Highly Visibility Reflective Wrap 
for Safety 

Lightweight Cement Construction 
Lightweight Cement Construction 


COMPOSITE ELECTRICAL WOTEH 

CT EH 4 

TOE HAZARD PflOOF 


W10113 

Men's Wolverine Brown 6" Merlin 
EH Waterproof Composite Toe Boot 




EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Americana Leather Upper 
Wave Mesh Lining with Waterproof 
Membrane 

Wolverine Peak AG Anti Gravity 
Series for Peak Comfort 
Cement Construction 
Electrical Hazard Rated 


CT EH 



W10314 

Men's Wolverine Dark Brown 6” 
Cabor EPX EH PC Dry Waterproof 
Composite Toe Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Leather Upper 
Wave Mesh Lining with Waterproof PC 
Dry Membrane 
Nylon Shank 

Direct Attach Construction 
Electrical Hazard Rated 
Polyurethane Midsole 



W10180 

Women's Wolverine Brown 6" Piper 
Waterproof EH Composite Toe Work 
Boot 



M: 5-10, 11 
W: 5-10 

Waterproof Roughneck Leather Upper 
Wave Mesh Lining 
Waterproof Membrane 
Compression Molded EVA Midsole 
Electrical Hazard Rated 
Cement Construction 


COMPOSITE ELECTRICAL I 

CT EH 4 

TOE HAZARD I 


W10316 

Men's Wolverine Dark Brown 8" 
Cabor EPX EH PC Dry Waterproof 
Composite Toe Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Leather Upper 
Wave Mesh Lining with Waterproof PC 
Dry Membrane 
Nylon Shank 

Direct Attach Construction 
Electrical Hazard Rated 
Polyurethane Midsole 


COMPOSITE ELECTRICAL WATEH 

CT EH 4 

TOE HAZARD 
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Wolverine 


W10483 

Men's Wolverine Brown and Black 
6" Overman EH Waterproof 
CarbonMAX Safety Toe Work Boot 


W10487 

Men's Wolverine Brown and Black 
8" Overman EH Waterproof 
CarbonMAX Safety Toe Work Boot 


W10553 _ 

Men's Wolverine Black Edge LX EPX 
Waterproof Hi Vis Carbonmax Toe 
Work Boot 





EW: 7-12, 13 
M: 7-12, 13, 14 

Full Grain Leather Upper with 
Reinforced Abrasion Resistant Heel 
and Toe 

Sweat Fighting Mesh lining 
Nylon Shank 

Removable Full Foot Multishox 
Footbed Cushioning 



W10554 

Men's Wolverine Taupe with Yellow 
Trim Edge LX EPX Waterproof Hi 
Vis Carbonmax Toe Work Boot 


EW: 7-12, 13 
M: 7-12, 13, 14 

Full Grain Leather Upper with 
Reinforced Abrasion Resistant Heel 
and Toe 

Sweat Fighting Mesh lining 
Nylon Shank 

Removable Full Foot Multishox 
Footbed Cushioning 



W10612 

Men's Wolverine Dark Brown 6" 
Legend Durashocks EH Waterproof 
Carbonmax Toe Boot 


EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Nubuck Leather Upper 
Moisture Managing Mesh Lining 
Waterproof Plus Breathable Membrane 
Removable Dual Density EPX Anti 
Fatigue Footbed 
Nylon Shank 



W10616 

Men's Wolverine Brown 8" Nation 
EH Waterproof Carbonmax Toe Work 
Boot 





EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Nubuck Leather Upper 
Moisture Managing Mesh Lining 
Waterproof Plus Breathable Membrane 
Removable Dual Density EPX Anti 
Fatigue Footbed 
Nylon Shank 


EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 
Moisture Wicking Mesh Lining 
Waterproof Plus Breathable Membrane 
Removable OrthoLite Cushioned 
Footbed 

Electrical Hazard Rated 


EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 
Moisture Wicking Mesh Lining 
Waterproof Plus Breathable Membrane 
Removable OrthoLite Cushioned 
Footbed 

Electrical Hazard Rated 
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Wolverine 


W10620 

Men's Wolverine Brown 6" Nation 
EH Waterproof Carbonmax Toe Work 
Boot 


A»f 

EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 
Moisture Wicking Mesh Lining 
Waterproof Plus Breathable Membrane 
Removable OrthoLite Cushioned 
Footbed 

Electrical Hazard Rated 



W10647 

Men's Wolverine Black 6" Glacier 
Ice EH Waterproof Insulated 
Carbonmax Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 
Moisture Wicking Mesh Lining 
Waterproof Plus Breathable Membrane 
400 Gram Thinsulate Ultra Insulation 
Electrical Hazard Rated 
Vibram Arctic Grip Rubber Lug 
Outsole is Slip Resistant 



W10632 

Men's Wolverine Wheat 6" 
Floorhand EH Waterproof Steel Toe 
Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 
Moisture Wicking Mesh Lining 
Removable Full Cushion Footbed Molds 
to Foot 

Electrical Hazard Rated 
Lightweight Cement Construction 


ELECTRICAL I STEEL 

EH ST 


W10652 

Men's Wolverine Black 6" Blade LX 
EH Waterproof Carbonmax Toe Work 
Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 
Moisture Wicking Mesh Lining 
Removable EPX Anti Fatigue Footbed 
Direct Attach Construction 
Electrical Hazard Rated 
Advanced Comfort PU Midsole for 
Support and Cushion 




W10646 

Men's Wolverine Brown 6" Glacier 
Ice EH Waterproof Insulated 
Carbonmax Toe Work Boot 



EW: 9.5-11.5 
M: 8.5-10, 12, 13 

Waterproof Full Grain Leather Upper 

Waterproof Plus Membrane 

Moisture Wicking Lining 

400 Gram Thinsulate Ultra Insulation 

Electrical Hazard Rated 

Vibram Arctic Grip Rubber Lug 

Outsole is Slip Resistant 



W10653_ 

Men's Wolverine Brown 6" Blade LX 
EH Waterproof Carbonmax Toe Work 
Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 
Moisture Wicking Mesh Lining 
Removable EPX Anti Fatigue Footbed 
Direct Attach Construction 
Electrical Hazard Rated 
Advanced Comfort PU Midsole for 
Support and Cushion 


:arbon fiber electrical I 

CF EH <4 

TO€ HAZARD I 
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Wolverine 


W10702 W10706 

Men's Wolverine Dark Brown Men's Wolverine Brown 6" Blade LX 

Rancher Steel Toe Wellington Boot EH Waterproof Met Guard Carbonmax 

Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Full Grain Leather Upper 
Moisture Wicking Mesh Lining 
Removable Ortholite Cushioned 
Footbed 

Goodyear Welt Construction 
Electrical Hazard Rated 
Steel Shank 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


W10788 

Men's Wolverine Brown 6" 1-90 EPX 
EH Waterproof CarbonMAX Safety 
Toe Work Boot 


EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 
Moisture Wicking Mesh Lining 
Removable EPX Anti Fatigue Footbed 
Metatarsal Guard 
Electrical Hazard Rated 
Advanced Comfort PU Midsole for 
Support and Cushion 


:arbon fiber electrical metatarsal vw fc" 

CF EH MG 4 

TOE hazard guard 


W10817 

Men's Wolverine Black Bedford EH 
Steel Toe Oxford 



EW: 7-12, 13 
M: 7-12, 13, 14 

Premium Waterproof Full Grain 
Leather Upper 

Waterproof Membrane with Moisture 

Wicking Lining 

Direct Attach Construction 

Nylon Shank 

Electrical Hazard Rated 


:arbon fiber electrical 

CF EH 

toe hazard 


EW: 7.5, 9-11, 12, 13 
M: 8-11, 12, 13 

Premium Full Grain Leather Upper 
Moisture Wicking Mesh Lining 
Cement Construction 
Nylon Shank 
Electrical Hazard Rated 
Removable Dual Density EPX Anti 
Fatigue Footbed 


electrical STEEL 

EH ST 

HAZARD JOE 


W10742 

Men's Wolverine Brown 6" Loader 
EH Steel Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Premium Leather Upper 
Unlined with Padded Collar 
Removable Full Cushioned Footbed 
Goodyear Welt Construction 
Electrical Hazard Rated 
Steel Shank 


electrical STEEL 

EH ST 

hazard JOE 


W10846 

Men's Wolverine Brown Bandit 10" 
Carbonmax Waterproof EH 
Wellington 



EW: 7-12, 13 
M: 7-12, 13, 14 

Premium Waterproof Full Grain 

Leather Upper 

Moisture Wicking Lining 

Breathable Waterproof Membrane 

Nylon Shank 

Electrical Hazard Rated 

Removable Dual Density PU Footbed 


:ARSON FIBER ELECTRICAL 

CF EH 

TOE HAZARD 


WATER 


WATER 


































r 





W10847 

Men's Wolverine Brown 6" Bandit 
EH Waterproof CarbonMAX Safety 
Toe Work Boot 


1.1 

EW: 7-12, 13 
M: 7-12, 13, 14 

Premium Waterproof Full Grain 
Leather Upper 

Waterproof Membrane with Moisture 
Wicking Mesh Lining 
Wolverine ContourWelt Construction 
Nylon Shank 
Electrical Hazard Rated 



W191077 

Men's Wolverine Brown 6" I 90 
Rush EH Waterproof CarbonMAX 
Safety Toe Work Boot 


W10855 _ 

Men's Wolverine Brown 6" Yak EH 
Waterproof Steel Toe Chelsea Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Barnyard Acid Resistant Leather with 

TPU Shell Upper 

Moisture Wicking Mesh Lining 

Cement Construction 

Nylon Shank 

Electrical Hazard Rated 



W191078 

Men's Wolverine Cafe 6" I 90 Rush 
EH Waterproof Insulated CarbonMAX 
Safety Toe Work Boot 


W10867 

Men's Wolverine Brown 6" I 90 EPX 
EH Waterproof Insulated CarbonMAX 
Safety Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Premium Waterproof Full Grain 

Leather Upper 

Direct Attach Construction 

400 Gram Thinsulate Ultra 

Electrical Hazard Rated 

TPU Lug Outsole is Oil Chemical Slip 

and Abrasion Resistant 



W191079 

Men's Wolverine Black and Red 6" 

I 90 Rush EH Waterproof Insulated 
CarbonMAX Safety Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Premium Waterproof Full Grain 
Leather Upper 

Waterproof Membrane with Moisture 
Wicking Mesh Lining 
Cement Construction 
Nylon Shank 
Electrical Hazard Rated 


EW: 7-12, 13 
M: 7-12, 13, 14 

Premium Waterproof Full Grain 
Leather Upper 

Waterproof Membrane with Moisture 
Wicking Mesh Lining 
Cement Construction 
Nylon Shank 
Electrical Hazard Rated 


EW: 7-12, 13 
M: 7-12, 13, 14 

Premium Waterproof Full Grain 
Leather Upper 

Waterproof Membrane with Moisture 
Wicking Mesh Lining 
Cement Construction 
Nylon Shank 
Electrical Hazard Rated 
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Wolverine 


W191080 

Men's Wolverine Black 6" I 90 
Rush EH Waterproof Insulated 
CarbonMAX Safety Toe Work Boot 


W2038 

Men's Wolverine Brown 6" 
DuraShocks Slip Resistant Soft 
Toe Boot 


W2053 

Men's Wolverine Canyon 6" 
DuraShocks EH Slip Resistant 
Steel Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Premium Waterproof Full Grain 
Leather Upper 

Waterproof Membrane with Moisture 
Wicking Mesh Lining 
Cement Construction 
Nylon Shank 
Electrical Hazard Rated 



W2161 

Men's Wolverine Brown 6" Marauder 
EH Waterproof Insulated Steel Toe 
Work Boot 



M: 7-12, 13, 14 
XW: 7-12, 13 

Waterproof Full Grain Leather Upper 

Wave Mesh Lining 

400 Gram Thinsulate Ultra Insulation 

Electrical Hazard Rated 

Wolverine MultiShox Rubber Outsole 

is Slip Resistant 


M: 7-12, 13, 14 
XW: 7-12, 13 

Nubuck Sueded Leather With Pigskin 
Upper 

Permanent Direct Attach Molding 
Seals Out Water 

Removable Double Density Footbed 
Tough Lightweight Polyurethane 
Midsole 


SOFT 

s 

TOE 


W2165 

Men's Wolverine Brown 10" 
Marauder EH Waterproof Insulated 
Steel Toe Wellington Work Boot 


M: 7-12, 13 
XW: 7-12, 13 

Waterproof Full Grain Leather Upper 

Wave Mesh Lining 

200 Gram Thinsulate Insulation 

Electrical Hazard Rated 

Oil Water Abrasion Chemical Heat and 

Slip Resistant Outsole 


M: 7-12, 13, 14 
XW: 7-12, 13 

Nubuck Sueded Leather With Pigskin 
Upper 

Permanent Direct Attach Molding 

Seals Out Water 

Unlined 

Removable Double Density Footbed 
Electrical Hazard Rated 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



W2194 

Men's Wolverine Dark Brown Hudson 
EH Mid Cut Steel Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Nubuck Leather and Mesh Upper 
PK Mesh Lining 

Removable Full Cushion Footbed 
Cement Construction 
Electrical Hazard Rated 
Nylon Shank 






ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Wolverine 


W2287 

Men's Wolverine Tan 10" Anthem 
Wester Wellington EH Waterproof 
Steel Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 

Wave Mesh Lining 

Removable Full Cushion Footbed 

Lightweight PU Midsole 

Electrical Hazard Rated 

MultiShox Contour Welt Rubber Lug 

Outsole 



W2406 

Men's Wolverine Brown 6" Darco 
Metatarsal Guard WP EH Steel Toe 
Work Boot 


W2359 

Men's Wolverine Brown 10" Darco 
EH Waterpoof Metatarsal Guard 
Steel Toe Wellington Boot 



EW: 7-12, 13, 14 
M: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Upper 
Sweat Wicking Wave Mesh Lining and 
Insole 

Wolverine Metatarsal Guard 
Wolverine MultiShox Removable Full 
Cushion Footbed 
Electrical Hazard Rated 


ELECTRICAL METATARSAL STEEL 

EH MG ST 4 

HAZARD GUARD TOE mOO F 


W2407 

Men's Wolverine Brown 8" Darco EH 
Waterproof Metatarsal Guard Steel 
Toe Work Boot 


W2363 

Men's Wolverine Black 6" 

Amphibian EH Waterproof Composite 
Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Lightweight Durable Man Made Upper 
Gore Tex Waterproof Membrane Lining 
Removable Full Cushion Footbed 
Mesh Sock Liner 
Electrical Hazard Rated 
Cement Construction 
Compression Molded EVA Midsole 



W2410 

Men's Wolverine Brown 6" Raider 
Twin Gore Romeo EH Steel Toe Work 
Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 
Mesh Lining 

MultiShox Removable Full Cushion 
Footbed 

Mesh Sock Liner 
Electrical Hazard Rated 
Contour Welt Construction 


EW: 7-12, 13, 14, 15 
M: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Upper 
Mesh Lining 

MultiShox Removable Full Cushion 
Footbed 

Mesh Sock Liner 
Electrical Hazard Rated 
Contour Welt Construction 


EW: 7-12, 13 
M: 7-12, 13, 14 

Full Grain Leather Upper 
Wave Mesh Lining 
MultiShox Removable Full Cushion 
Footbed 

Mesh Sock Liner 
Electrical Hazard Rated 
Contour Welt Construction 


EH 


METATARSAL 


MG 


ST 



ELECTRICAL I METATARSAL I STEEL 

ehImgI ST 



ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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Wolverine 


W2419 

Men's Wolverine Brown 6" Raider 
EH Steel Toe Work Boot 


W2427 

Men's Wolverine Brown 10" Raider 
EH Wellington Steel Toe Work Boot 


W3120 

Men's Wolverine Brown 6" EH 
Durashocks Steel Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13 

Full Grain Leather Upper 
CK Mesh Lining 

MultiShox Removable Full Cushion 
Insole 

Lightweight PU Midsole 
Electrical Hazard Rated 
Contour Welt Construction 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


EW: 7-12, 13, 14, 15 
M: 7-12, 13, 14, 15 

Full Grain Leather Upper 
Unlined 

MultiShox Removable Full Cushion 
Insole 

Lightweight PU Midsole 
Electrical Hazard Rated 
Contour Welt Construction 


ELECTRICAL 

STEEL 

EH 

ST 

HAZARD 

TOE 


W3121 W3122 



M: 7-12, 13, 14 
W: 7-12, 13, 14 

Full Grain Leather Upper 
Permanent Direct Attach Molding 
Seals out Water 
Assembled in USA 
Fiberglass Shank Stabilizes Foot 
Electrical Hazard Rated 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



W3123 


Men's Wolverine Black 6" EH 
Durashocks SR Direct Attach Steel 
Toe Work Boot 


Men's Wolverine Brown 6" 
Durashocks SR Direct Attach Soft 
Toe Boot 


Men's Wolverine Black 6" 
DuraShocks SR Direct Attach Soft 
Toe Lined Boot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Rugged Pigskin Upper 
Permanent Direct Attach Molding 
Seals out Water 

Tough Lightweight Polyurethane 
Midsole 

Fiberglass Shank Stabilizes Foot 
Electrical Hazard Rated 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Rugged Pigskin Upper 
Permanent Direct Attach Molding 
Seals out Water 

Tough Lightweight Polyurethane 
Midsole 

Fiberglass Shank Stabilizes Foot 



M: 7-12, 13, 14, 15 
W: 7-12, 13, 14 

Genuine Full Grain Leather Upper 
Rugged Pigskin Upper 
Long Lasting Dri-lex Lining 
Permanent Direct Attach Molding 
Seals out Water 

Tough Lightweight Polyurethane 
Midsole 


ELECTRICAL 

EH 

STEEL 

ST 


HAZARD 

TOE 



SOFT 

s 

TOE 


SOFT 

s 

TOE 
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W3258 

Men's Wolverine Stone Tan 10" 
DuraShocks WP IN EH Steel Toe 
Wellington Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Nubuck Leather Upper 

200 Gram Thinsulate Insulation 

Permanent Direct Attach Molding 

Seals Out Water 

Electrical Hazard Rated 

Rubber PU Outsole Provides Superior 

Comfort and Shock Absorption 



W3367 

Men's Wolverine Stone Tan 10" 
DuraShocks Insulated WP Soft Toe 
Wellington 



M: 7-12, 13 
XW: 7-12, 13 

Waterproof Nubuck Leather Upper 
200 Gram Thinsulate Insulation 
Permanent Direct Attach Molding 
Seals Out Water 
Fiberglass Shank Stabilizes Foot 
Tough Lightweight Polyurethane 
Midsole 



W3294 

Men's Wolverine Brown 6" 
DuraShocks WP Insulated EH Steel 
Toe Work Boot 


W3295 

Men's Wolverine Stone Tan 8" 
DuraShocks WP Insulated EH Steel 
Toe Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Nubuck Leather Upper 
200 Gram Thinsulate Insulation 
Permanent Direct Attach Molding 
Seals Out Water 
Electrical Hazard Rated 
Energy Returning Wolverine 
DuraShocks Polyurethane Outsole 


EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Nubuck Leather Upper 
200 Gram Thinsulate Insulation 
Permanent Direct Attach Molding 
Seals Out Water 
Electrical Hazard Rated 
Energy Returning Wolverine 
DuraShocks Polyurethane Outsole 



W4117 

Men's Wolverine Black Gray 5" 
Bennett ESD Waterproof Mid Cut 
Steel Toe Work Boot 



EW: 9.5-10, 12 
M: 7.5-9, 10, 13 

Waterproof Full Grain Leather Upper 
Wave Mesh Lining 
Removable Full Cushion Insole 
Full Internal EVA Pad Insert 
Electro Static Dissipative 
Cement Construction 


W4327 

Men's Wolverine Brown 8" EH 
DuraShocks Slip Resistant Steel 
Toe Boot 


M: 7-12, 13, 14 
XW: 7-12, 13 

Full Grain Leather Upper 
Rubber Midsole 

Classic Goodyear Welt Construction 
Electrical Hazard Rated 
Patented Long Lasting Dri-Lex Lining 
Wicks away Sweat and Keeps Skin Dry 
and Comfortable 




ELECTRICAL 

EH 

STEEL 

ST 

HAZARD 

TOE 
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W4405 

Men's Wolverine Brown Bonaventure 
6" EH Waterproof Steel Toe Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 
Mesh Lining 

Lightweight Cement Construction 
PU Cushion Footbed with 
Antimicrobial Mesh Sock Liner 
Electrical Hazard Rated 



W4820 

Men's Wolverine Dark Brown 6 M 
Buccaneer EH Waterproof Steel Toe 
Work Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 

Wave Mesh Lining 

Wolverine MultiShox Removable Full 

Cushion Insole 

Lightweight PU Midsole 

Electrical Hazard Rated 

Wolverine Contour Welt Construction 



W4451 

Men's Wolverine Brown 6" EH 
Internal Metatarsal Guard Steel 
Toe Work Boot 


M: 7-12, 13, 14 
XW: 7-12, 13, 14 

Full Grain Leather Upper 
Mesh Lining 

Removable Full Cushion Insole 
Electrical Hazard Rated 
Nylon Shank 

Goodyear Welt Construction 


ELECTRICAL METATARSAL STEEL 

EH MG ST 

HAZARD GUARD I TOE 


W4822 

Men's Wolverine Dark Brown 8" 
Buccaneer EH Waterproof Steel Toe 
Work Boot 


EW: 7-12, 13, 14, 15 
M: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Upper 

Wave Mesh Lining 

Wolverine MultiShox Removable Full 

Cushion Insole 

Lightweight PU Midsole 

Electrical Hazard Rated 

Wolverine Contour Welt Construction 


W4452 

Men's Wolverine Brown 8" 
Cannonsburg Internal MetGuard EH 
Steel Toe Work Boot 



M: 7-12, 13, 14 
XW: 7-12, 13 

Genuine Full Grain Leather Upper 
Mesh Lining 

Removable Full Cushion Insole 
Rubber and Polyurethane Slip 
Resistant Outsole 
Electrical Hazard Rated 
Lightweight Nylon Shank 


ELECTRICAL METATARSAL STEEL 

EH MG ST 

HAZARD GUARD I TOE 


W4826 

Men's Wolverine Dark Brown 10" EH 
Buccaneer Waterproof Wellington 
Steel Toe Work Boot 



M: 7-12, 13, 14 
XW: 7-12, 13 

Waterproof Full Grain Leather Upper 
Wave Mesh Lining and Insole 
Wolverine MultiShox Removable Full 
Cushion Insole 
Lightweight PU Midsole 
Electrical Hazard Rated 
Wolverine Contour Welt Construction 
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W4827 

Men's Wolverine Brown 10" WP 
MultiShox Contour Welt Soft Toe 
Wellington 




EW: 7-12, 13, 14, 15 
M: 7-12, 13, 14, 15 

Waterproof Full Grain Leather Upper 

Wave Mesh Lining 

Wolverine MultiShox Removable Full 

Cushion Insole 

Lightweight PU Midsole 

Wolverine Contour Welt Construction 



W5679 

Men's Wolverine Brown 6" McKay 
Waterproof EH Internal MetGuard 
Steel Toe Work Boot 




M: 7-12, 13, 14 
XW: 7-12, 13 

Waterproof Full Grain Leather Upper 
Internal Metatarsal Guard 
Moisture Managing Mesh Lining 
Classic Goodyear Welt Construction 
Electrical Hazard Rated 
Removable Full Cushion Footbed 


EH 


METATARSAL 


MG 


ST 



W5094 

Men's Wolverine Brown 5" Kingmont 
EH Internal MetGuard Comp Toe 
Work Boot 


W5523 

Men's Wolverine Brown 8" 
Chesapeake EH Waterproof 
Insulated Steel Toe Logger Work Boot 




EW: 7-12, 13 
M: 5-12, 13, 14 

Nubuck Full Grain Leather Upper 
PK Mesh Lining 
Removable full cushion insole 
Compression Molded EVA Midsole 
Electrical Hazard Rated 



W5680_ 

Men's Wolverine Brown 8" McKay 
Waterproof EH Internal MetGuard 
Steel Toe Work Boot 



M: 7-8, 9, 13 

Waterproof Full Grain Leather Upper 
Internal Metatarsal Guard 
CK Mesh Lining 

Classic Goodyear Welt Construction 
Electrical Hazard Rated 
Removable Full Cushion Footbed 
Wolverine Slip Resistant Rubber and 
Polyurethane Outsole 


M: 7-12, 13, 14 
XW: 7-12, 13 

Full Grain Leather Upper 
Goodyear Welt Construction 
Breathable Gore Tex Waterproof 
Membrane Lining 

400 Gram Thinsulate Ultra Insulation 
Electrical Hazard Rated 
Compression Molded EVA Foam Midsole 


LLECTRICAL I I STEEL 

EH )fC ST 

HAZARD I INSULATED TOE 


W5698 _ 

Men's Wolverine Brown 6" Rival EH 
WP SwampMonster Steel Toe Work 
Boot 



EW: 7-12, 13 
M: 7-12, 13, 14 

Waterproof Full Grain Leather Upper 

SwampMonster Shell 

Wave Mesh Lining 

Cement Construction 

Electrical Hazard Rated 

Nylon Shank 


ELECTRICAL I METATARSAL I STEEL 

ehImgI ST 
































Order Form 


Phone: 800-441-1500 • 610-791-1577 
Fax: 877-739-1150 • 610-791-0226 


Ship To Address: (If different than bill to address) 

Name: 

Address: 

Apt.: 


State: 


Mail: Lehigh Valley Safety Shoes 
1105 E. Susquehanna Street 
Allentown, PA 18103 

Bill To Address: 

Name: 

Address: 

Apt.: 

City: 

State: 

Zip: 


Daytime Phone: ( ) Email Address: 

(In case we have a question) 


Style 

Width 

Size 

Pairs 

Price 

Total 































Merchandise Total 



Method of Payment 

]] Check or Money Order Qvisa | | MasterCard | | Discover / Novus Card | | American Express 


Account No._-_-_ 

Expiration Date: / CID Number Required: 


Signature: 


Shipping to the 
48 contiguous states 
via UPS is included. 



LEHIGHfeA/ALLEY 
Safety Shoes 













































Safety Shoes 


Allentown Main Office and Store 

1105 E. Susquehanna Street 
Allentown, PA 18103 
Phone: 610-791-1577, 800-441-1500 
Fax: 610-791-0226,877-739-1150 


Delaware Office and Store 

1-F King Avenue 
Newcastle, DE 19720 
Phone: 302-323-9166, 800-525-5804 
Fax: 302-323-9196 


Ordering 


Phone orders 

You can speak to an operator during regular office hours from 8:30 a.m. to 5:30 p.m. EST, 
Monday through Friday. 

FAX orders 

Our fax line is available to accept your order 24/7. 

Off-hours phone inquiries 

During non-office hours, you may contact staff personnel and our sales staff via voicemail. 
Website 

All credit card transactions are 128-bit encrypted. SafetyShoes.com is PCI compliant and McAfee 
SECURE™ to help keep you safe from identity theft, credit card fraud, spyware, spam, viruses, and 
online scams. 

Mail orders 

Orders should be submitted on your company's purchase order form or letterhead to assure 
prompt shipment. Include the customer number that we have assigned to your company to 
expedite your order processing. Please direct all correspondence to our Allentown office. 


Free shipping 


We offer free shipping via UPS Ground to the 48 contiguous U.S. states. For shipping outside 
these states, please contact our customer service department or call 800-441-1500 for a quote. 


Free returns and exchanges 


All merchandise that is being returned should include a note stating the reason for the return. 
Please state if you are requesting a credit or an exchange. Include a copy of the original 
packing slip or invoice to expedite the process. Please direct all returns and exchanges to 
our Allentown office. 










LEHIGHjpVALLEY 
Safety Shoes 

Your Safety Footwear Specialists 





Allentown, PA 


New Castle, DE 

Phone: 800-441-1500 


Phone: 800-525-5804 

Fax: 610-791-0226, 877-739-1150 


Fax: 302-323-9196 






